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City To Accord Tribute To Pennsylvania Power Company 


Ceremonies To 
New Power Plant Seen From A ir 


Public Inspection Of New 


Plant A t W est Pittsburg 


This Afternoon 


O FFIC IALS GUESTS 


AT NOON LUNCHEON 


Upwards Of 1,500 To Attend 


Testimonial Dinner At 


Cathedral Tonight 


Drrams come true today,| 
anticipation is replaced by 
materialization, two years 
of planning and working! 
come to their full fruition— 
the new power plant of the 
Pennsylvania 
Pow er Com­ 
pany 
is dedicated to the 
service of m ankind and in 
the attendant ceremonies the 
entire 
community 
has 
a 
pa rt. 
Thin is Pennsylvania Power Day, 
a day when a utility corporation oc­ 
cupies the very center of the public 
s-tage and upon it plays the bright 
light of public attention, an atten ­ 
tion that is friendly and apprecia­ 
tive for the magnificent thing the 
company has done here. 
Starts At Noon 
The ceremonies of the day started 
at 12 30 when a luncheon was held 
at the New Castle Field club. Pres­ 
ent were executives of the Common­ 
wealth and Southern corporation, 
the Pennsylvania Power company, 
Industrie 
and civic leaders of New 
Castle. 
It was in the nature of a 
get-together of the utility men and 
the locai leaders around the lunch 
table. No program mas planned, just 
a lunch and a fellowshipping to­ 
gether. 
At two o ’clock the entire group 
left the Field club by automobile 
for Wes; Pittsburg, where the dedi­ 
cation exercises of the new power 
company were scheduled for 2:30 
o'clock. 
Arriving at the power plant the 
motorcade mas to be met by a troop 
of Boy Scouts and the A m erican1 
Legion Band. 
The guests will line 


(C o n tin u ed On P a g e Semen) 
—B IT IN NEW CASTIJE— 


1 President Seeks Inside 
Of Legislative Revolt 


By GEORGE DI RS’О 
Internal irmal New я Service Staff 
< ’orrespond*»n t 
WASHINGTON. June 29 
Presi­ 
dent Kooeeve.lt bark in Washington 
only 
a 
fern 
hours, quickly sum ­ 
moned his congressional lieutenants 
to the White House today to learn 
the “inside story" of the seething 
legislative revolt which threatens a 
summer-iong session. 
The majority leaders of the two 
b r a n с n e s of congress — Senator 


Hitler Cannot 
Take Corridor 


Barkley and 
Rep, Rayburn— were 
j called into an early morning con­ 
ference with the executive and were 
i informed 
at 
th* 
outset 
by 
Mr. 
Roosevelt that he is prepared to 
stand be till mmter comes to gain 
action on thtee major issues. 
Vice-president Garner and Speak­ 
er Bankhead, the other member^ of 
the 
Big Four 
which customarily 
huddles with the president weekly 
on the congressional situation, were 
(C ontinued On P a g e T w o ) 


Danzig Tension 


Deliberate Nazi 


Career Of Olson 
Ended By Posse 


After Long Hunt 


Wisconsin Desperado Shot 


To Death By Members 


Of Posse Today 


TH IRTEENTH DAY 


OF HUNT FOR M AN 


Claim Made By Sheriff That 


Olson Was Kidnap-Mur- 


derer Of Mattson Boy 


Warns Poland 
Plan For Unrest 
.»i 


(BULLETIN) 
(International N ew s Service) 
HA Y W A R D , Wig.. Jun<» 
—Ray Olson, sought by 
Attempt To Close Nation's Such Is Belief Of Authori- '’. “ " d r e d s 
of 
possemen 
e\ it a. 
m 
n 
. 
. 
t h r o u g h 
W i80ons in 's n o r t h 
Outlet 
To 
Sea 
Means 
tative 
British Quarters 


War Would Start 
On New Situation 


PR ESID EN T POINTS 
POLAND 
IN 
D I R E C T 


RIGHTS TO DANZIG CHALLENGE TO HITLER 


Savs Poland Determined To A n#lo - French 


Remain On Baltic For 


All Eternity 


W 
wood* since .fune 17 when 
lie inurclured two sheriff's 
deputies, was shot and kill­ 
ed early today when trapped 
at the e<l#e of Lake Xamak- 
agon. 
He fell in a hail of bullets and 
died mithin a few minutes Before 
Agreement 
defiant f° 
he mur- 
^ 
mured 


Вт I h S T I R К I К К 1 К N 
* 4 i - 
* s aff 


Airplane view of new power plant of the Pennsylvania Power Company at West Pittsburg. The transmission line to f lie Cedar A m et %> h 
station is seen along the crest of the ridge at the top of the picture. The photo mas taken by C. N. Oiddlng 
Pennsylvania Pome 
Line Depart - 


W A R S A W . 
J 


ment. 


Another ‘TeapotDome ’ 
Scandal In Louisiana? 


PANEWC 
OBSERVES 


Deny Margiotti 
Right To Practice 
In Philadelphia 


Pa Nemc is glad to join the huge 
lineup of New Castle and Lawrence 
County citizens mho are uniting to­ 
day to honor the Pennsylvania Pom’- j 
er Company officials and family, on | 
the occasion of the formal opening 
of the new $3 000 000 pom’er plant at 
West Pittsburg. 
Plaudits 
for 
the 
company are deserved. 
jfc 
* 
* 
Two automobiles laden with young 
people, mere leaving a local hotel 
this morning, for the World’s Fair, 
in New York. 
The licenses on the 
cars indicated they were from Wis­ 
consin and Oregon. 
4c 
$ 
♦ 
All 
hands 
on 
deck! 
A 
truck 
stalled on East Washington street, 
Wednesday afternoon, holding up 
the s’reei 
ear. 
Soon the motor 
man. and some of his passengers 
and 
bvstanders 
got 
behind 
the 
truck, and pushed it to the curb. 
Then the street car rattled merrily 
on. 
* 
* 
* 
On the reof of a large house on 
Spruce street there seems to be a 
reunion or social gathering of robins j 
every evening, after sundown, d ur­ 
ing the twilight. 
Occasionally, one 
of the birds mould pipe off its eve­ 
ning acng 
—BIT IN M W CASTLE— 


Bv WILLAM G. GAI DET 
International New* Service Staff 
C orresp o n d en t 
BATON ROUGE. La . June 29 — 
Nearly a dozen apparently unre- 
| lated 
and 
unconnected investiga- 
j lions mere under may today as Lou- 
| isiana wondered whether it was sit- 


j ting upon another “Teapot Dome" 
scandal. 
| 
_____ 
This question forged to the 
fore- j 
front as on all sides it mas 
con- j 
'International News S«rvl< e) 
sidored improbable that the qui«” - PHILADELPHIA. 
June 
29—An 
spoken, neartiy-dressed Dr. James unusual court of seven judges—one 
Monrre Sm ith—obiect of a police from each of Philadelphia’s seven 
search throughout the United Stages j common picas courts-today, in an 
and Canada 
could alone 
be 
rhp j unanimous decision, denied Charles 
master crook he h™ been portrayed j 
Mar*io«i the right to practice 
a* being since he resigned as p re sl-j]aw ln thls metropolis. 
The former attorney general of 
Pennsylvania 
went 
before 
the 
Single-Handed? 
I judges 
after 
the 
Philadelphia 
Although definite information re- ! County Board of Lam’ Examiners 


Get Refund On 
Retail Beer And 
Liquor Licenses 


City Of New Castle Benefits To 
The Extent Of $1,350 For 
Six-Month Period 


Plan Memorial 
For Campus Of 
Volant College 


•<* tlp o il 
t h a t h e 


1110 
29. — 
iTH 
ÎfOYiTtlIIlPllt 
f o rm ili 
A d o lf 11 itlf*r t o ­ 
on n n o t t л k(* th o 
с * lis h c o r n d o r <»r closf* t h is 
i t toil > 
o u t lot 
t (* 
thf* 
s p r 
it h o n t t h e s t r u g g l e t h a t is 
tim *d 
to 
p l u n g e 
a ll 
öurope in to war. 


of 
n o t 


II 
W 
d< 


dent of Louisiana 
and disappeared. 
State university 


According to information 
made j 
public 
today 
bv Auditor General 1 
Warren R 
Roberts at Harrisburg | 
ihe city of New Castle mil* receive I 
the sum of $1,350, which represents j 
the amount of mnncv paid to the j 
state by retail lksenoees during the 
last six months of 1938 
Under 
the 
P< nn<vlvani<* 
liquor 
control act. and the beverage license 
lam-, the state makes this return ; 
every six months. 
In addition, the county of Law­ 
rence will benefit in a like sum. 
—BI T i n NffW CASTLE— 


Committee 
Is 
Named 
To 


Erect 
Suitable Marker 


Commemorating Old 


School 


In я nationwide broadcast 
occasion of Polands “day 
-*• * 
о т mem« >rat i n j 
the corridor Presiden 
cíck: reaffirmed in * 
мЫе tenui this nano 
prerogatives in the fre 
zig. 
Will Voi (*ive I 
Poland he said * is 


h i the 
dav of the 
! 
creation 
of 
' Igna< e Mot­ 
il ronges t pos- 
ns rights ard 
e city of Dan- 


p Danzig 
determined to 
upon 
Ball 


HOMER C. DRAKE 


NAMED PRESID EN T 


leased so far indicated that Smith 
alone mas involved in the gigantic 
refused to recommend his adm it­ 
tance to the bar. 
Refusing to ac- j 
market operations he is alleged to cept the board’s ruling, Margiotti 
have carried out 
with 
university 
(C ontinued On P a g e T w o ) 
—BIT IN NEW CASTLE— 
Moscow Claims 
Two Jap Planes 
Are Shot Down 


(Internal ional Nev. s Service) 
MOSCOW, June 29.—Two Jap a­ 
nese bombing planes were shot down 
over Soviet outer Mongolia, it mas 
reported today in the Soviet ver­ 
sion of the latest of a series of air 
clashes near Lake Buir. along the 
Manrhukuo boundary. 
Thirteen other Japanese planes, it 
mas asserted, turned back for Man- 


, went before the court as a prac- 
| ticing Pittsburgh attorney and a 
j member of the bar of the state su- 
| pretne court. 
He pleaded for a 
| rule to compel the board to indorse 
I him or publicly state its objections. 
—Bl Y IV NEW CASTLE— 
Fake Claims Here 
Are Being Probed 


Slayer Of Infant 
Daughter Placed 
In State Hospital 


(International Newt Service) 
WASHINGTON, Pa, June 29 — 
Clair Young. Charleroi miner, who I Ml1* Clark Blevlns- and Mr*s- Wîl~ 


Plans for the erection of a suit­ 
able marker to mark the site of the 
famous old Volant college mere in­ 
augurated at the annual Volant col­ 
lege 
reunion 
and 
home 
cominR. 
which took place on the campus of 
the old school, now occupied by the 
Presbyterian 
church, 
Wednesday. 
Homer C Drake, m ho has served as 
vice-president during the past year, 
wag elected president of the asso­ 
ciation for the coming year. 
Close to tmo hundred mere pre­ 
sent at the noon hour, when din­ 
ner was .served in the Preesbyterian 
church, with Mrs. John B. Shaw. 


Pointing 
out 
that 
prosecutions 
against fraudulent claimants; of u n ­ 
employment compensation in several 
countie.s of Pennsylvania during the 
past month has forcibly demonstrat- 
| ed that Division of Unemployment 
Compensation and Employment Ser­ 
vice 
is 
determined 
that 
benefits 
chukuo when Soviet pursuit planes I 
on^ to P*rsons legally j ^ аг| 


fatally wounded his 19-months-old 
daughter Ada in order 
that 
he 
might “go to heaven”, today mas 
committed to the Farview state hos­ 
pital for the criminally insane by 
Judge Carl E. Gibson, 
A commission appointed by the 
court to judge the sanity of the 
slayer, reported that Young appar­ 
ently suffered “delusions and illu­ 
sions 
wtih 
marked 
suicidal 
and 
homicidal tendencies". 
Basing his 
actions on this report Judge Gibson 


; Daily Weather 
Heport 


United States weather statistics 
for the 24 hour period ending at 5 
p. m. Wednesday are as follows: 
Maximum temperature, 91. 
Minimum temperature, 66. 
Pre< ipitation, 20 inches. 
River stage. 4 7 fee» 
RiatistKs 'or the same date a 
years ago. fo.’om 
Maximum temperature, 79 
Minimum temperature, 50. 
No prec:pration. 


took off to attack them. 
—Bl V IN NEW CASTLE— 
More Supplies Are 
Reaching Tientsin 


(International N ew t Service) 
TIENTSIN, June 29 —With relax­ 
ation 
of 
the 
Japane.se 
blockade 
around the BritL^h and Flench con­ 
cessions in Tientsin, the food sit- 


qualified to receive them, Joseph R. 
Hensley, manager of the local office 
announced today that “an investi­ 
gation is being made in Lawrence 
county 
of 
complaints 
of 
alleged 
fraudulent claimants In this area.’ 
—B l’Y IN NEW CASTLE— 
BOBBY VERNON IS 
TAKEN BY DEATH 


man committed. 


(International N e w , Service) 
HOLLYWOOD, June 29.—Bobby 
Vernon. 42, star film comedian in 


From jail authorities it was learn­ 
ed that Young has become so vio­ 
lent in the pest few days that it 
has bcvn necessary to keep him in 
a straight Jacket. 
- B IT IN NEW CASTLE— 


DIVORVED WAR-BRIDE 
IS FOUND DEAD IN 


PITTSBURGH ROOM 


(International News Service) 


PITTSBURGH, 
June 
29.—Mrs. 
uation continued to improve today, the good old days when pie-throw- Raphaelle D. Edmundson, 45, a di- 
Large supplies entered the conces 
sions without being heid up by the 
! Japanese sentries. 
Japanese and British consular of­ 
ficials have left for Tokyo to par- 
| Ticipate in discussions to end the 
blackadf entirely 
The\ are due :n 
Japan Saturday, then the talk,»; will 
begin Monday. 


ing wowed audiences, was dead to- I vorced war-bride, was found dead 
d«\ of a heart attack. 
j today ln the apartment of a widow- 
Vernon made about 200 silent pic- ed friend, Mrs. George J. Melvaine. 
ture* and once was one of the most 
Her throat and wrists were slash- 
important figures in the industry. | rd and a razor blade was found in 
Since 1933 he had turned his talents her hand, police said. 
For three 
o writing and had been “gag m an” weeks—until last Sunday—Mrs. Ed- i Pottsvtlle, filed 
the motion 
with 
for present day comedians on s«v-1 mundson had hern in West Penn I .Judge Howard W. Hughes. Wash- 


liam Miller in charge of the ar­ 
rangements, aided by the ladies of 
the church. 
The tables were beau­ 
tifully decorated with garden flow­ 
ers and a tasty chicken dinner was 
served. 
In 
the 
afternoon 
many 
more 
came for the period 
of 
reminis­ 
cence and the formal program, the 
attendance being the largest in ths 
history of the association. 
Shaw Presides 
President John B. Shaw presided 
and the invocation was pronounced 
by Rev. Homer Ketler Miller, pas­ 
tor of the guest church. 
Rev. R 
S. Naylor, pastor of the Methodist 
(C on tinu ed On P a g « T w o ) 
—BUY IN NEW CASTLE— 
Brownmiller To 
Seek New Trial 


(International New« Service) 
HARRISBURG, June 29 
A new 
trial for Roy E. Brownmiller, for­ 
mer highways secretary convicted 
of a $1.000,Oik) payroll fraud in Lu­ 
zerne county, was asked today by 
defense counsel. 
Former Judges J Dress Panned, 
Harrisburg, 
and 
H 
O. 
Bechtel, 


remai 
etem tu 
■ Dnrvig has been connected with 
Poland for centuries,’ hr said. “It 
j if the desire of Poland to remain 
connected with Danzig for all time 
| to come. 
j 
“My 
government 
desires 
that 
ihcre shall be cooperation be!wren 
I>anzig a?d Gdynia ‘Polands own 
port on the B altin in fhe interests 
of peaceful trade. Through these 
(C ontinued On P a r* T w o ) 
, 
—BUT IN NEW CASTLE— 
Rushing Action 


On Relief Bill 


Seek To Settle Controver­ 


sies In Conference After 


Senate Passes Bill 


FRID AY NIGHT IS 


DEA DLINE ON FUND 


Obligates Aid To Poland 


If War Develops 


By f H ARLES A. *MITH 
s 
Interna <<nai Neus Se » 
« S aff 
c or r e s p o n d « ! t 
LUX DON. Ju n e 20—The 
w arning1 of President Iirnaco 
M o s r iu k i 
that 
the 
Polish 
(•‘»iTidor will he defended at 
all costs was regard ed in 
London today a* 
a direct 
challenge t<> Reiuhsfuebrer 
A d o l f Hitler that any hostile 
move tin re or in Danzig will 
provoke a general war. 
Deliberate Attempt 
The present 
tension :n Danzig 
was looked by authoritative British 
quarters 
a - a deliberate Nazi at- 
*«'mp! to plav upon the nerves of 
the Europear 
democracies. 
No public British warning to Ger­ 
many regarding Danzig Is a n ’ici- 
(C on tlnu cd On Pa go T w o ) 
- H - v 
i n NFH CASTLE— 
City Awaits Big ™ 


“Turn me over on my back bnvs * 
Three men trapped in ’he line of 
re narrowly escaped death 
The 
p o t m e n 
had 
flattened 


Pet Parade Friday 


Expect Huge Crowd Down­ 


town 
For 
Youngsters’ 


March In Afternoon 


TO START AT 2:30; 


PRIZES ARE O FFERED 


Bv ROBERT A. McGILL 
International N*w* Set v ice Sports 
Wi it.'r 
WASHINGTON, June 29 
Riddled 
with senate Amendments, the $1- 
808.300,000 relief appropriation bill 
was 
rushed 
to 
conference 
with 
house members today in an effort 
to settle controversial changes be­ 
fore exhaustion of 
funds 
Fridaj 
midnight. 
The 
battered 
bill 
was 
finally 
passed early today after long and 
bitter hours of senate debate which 
extended into two night session, 
and 
brought frequent clashes of 
tempers before the crowded gal­ 
leries. The vote was 54 to 0. 
The bill was increased $73.300,000 
(C ontinued On P a« « T w o ) 


Downtown streets are expected fo 
be thronged Friday afternoon when 
the juveniles of the community put 
on another of New Castle’s eelebra1 - 
ed pet parades 
Tomorrow’s exhi­ 
bition will be the city's second an ­ 
nual pet march. 
Moving out of the Rosena grounds 
onto South Jefferson street prompt­ 
ly at 2:30 p. m.. the paraders will 
proceed up South Jefferson, march 
up East Washington to Water, down 
Water to South Mill and over the 
bridge and into the Rosena grounds 
again. 
('«-sponsors of Event 
\ 
OO-sponsors of the 
march 
this 
year are the New Castle Reereation- 
(C on tln ued On Png* T w o ) 
—m i IN NEW CASTLE— 


Ray 01*0*1 


themselves against the ground a* 
’hey spied Olson rowing towards 
>horp in a boat he had stolen a few 
hours earlier. 


Refuse* To Surrender 
As 
he 
stepped 
ashore, 
several 
deputies rned out: 
“Surrender, Olson!" 
^ 
With a curse, the fugitive turned 
and made for a nearby thicket. 
A cliven rifles spoke. A dozen bul­ 
lets struck Olson in 'he back. 
The deputies found a revolver in 
the thicket which Olson had tried 
to reach, but lie had no weapon on 
him. 
Thus on the thirteenth dav ended 
the m anhunt which began when Ol­ 
son. sought on a petty theft charge, 
shot down two sheriffs officers who 
(C ontinnad On F a it * T w o ) 
— Bl Y IN NEW CASTLE— 


Arthur Mometer 


DEATH RECORD 


Thursday. June 29, 193» 


♦ ♦ ♦ 
t 
♦ 


• • • » » A 


4*ral 
m prrtant pictures recently. 
i hospital lor a nervous condition. 
I ington county, specially presiding. 


John Sampson Swisher. 89. 1217 
Era nil* plare. 
Patrick 
Thornton, 
82. 
433 
East 
Boyles avenue. 
Mix, Qurrtnn Rosalt, 63, 624 Ray­ 
mond street. 


FIGHT RECEIPTS 
TOTALLED $333,302 


( Jntei national New* Service) 
NEW 
YORK. 
June 
29.— 
Oifirial revised figures on last 
nirht’s 
heavyweight 
cham ­ 
pionship fight revealed today 
that 
Joe 
Louis 
will 
receive 
51 14.332 for his successful de­ 
fense of the title and Galento 
$50,020.63 as the beaten chal­ 
lenger. 
The gross receipts, including 
movie and radio rights, were 
$333,302.68 and 
the 
net 
re­ 
c e i p t s $289.232.17. 
Federal 
taxes took $28,922.44 and state 
taxes $17,648.07. 
*nd 34.852 
spectators saw 
the 11 minutes and 29 seconds 
of action. 


Sing a song ot power, m res or a 
pole, sing a song of labor, and tons 
and tons o f coal, sing of generators, 
and switchboards by the score. of 
Itghtmng harnessed tor your use. 
?or stores and lights and more, stng 
a 
song of 
horses. 
¡>0.000 
strong, 
straining at their man made leash, 
listen to their song, they sing of 
turning motors and all the things 
they do and over all there comes 
this line. here is more power to you. 
More pone? 
to man 
the facto'y, 
more power to give us light, and all 


from our own power plant, an in* 
terestmg sight 
So sing a song of 
power ami don’t forget th* line, 
r ¡uotcer to you, and you and 
the weather's setenty nine. 


( 
pow 
> 
in or 
i you. 
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Governor Approves General Budget 


Makes Provision 
For Next 2 Years 


DANZIG TENSION 
DELIBERATE NAZI 
PLAN FOR UNREST 


PLAN MEMORIAL 
FOR CAMPUS OF 
VOLANT COLLEGE 


CCoctinti«d Prom Pag« Ob«) 


bur it was emphasized that 


(Continued From P«g« Ob«) 


pated DUt it 
in t he event 
to a 
Budget Calls For S376.065,- Frtmi 
328.92 
As 
Gwen 
Ap­ 
proval Of James 


church, led the pep singing during 
the 
afternoon 
with 
Mrs. 
Stella 
Allen Hunt presiding at the piano. 
On recommendation of the nomi- 


CAREER OF OLSON 
ENDED BY POSSE 
AFTER LONG HUNT 
Deaths of the Day 


» »■ ♦- » 
• • • ♦ » 


(ContlBB«d Prom Pag« On«) 
John Sampson Swisher 
John Sampson Swisher, aged 6» 
years, of 1217 Francis Place, parsed 


Poland derides to go 
for the free city, Anglo- 
h obligations to aid her aie 
laid down in the treaties of nating^com m ittee, consisting of A. 
m utual md reccnUv concluded. 
Reid English. Charles Sankey and 
G erm any’s cool reaction to Brit- Attorney Harvey M artin, the fol- 
andum on H itler’s de- lowing officers were elected: Presi- 
the 
Anglo-German ' dent. Attorney Homer C. Drake, of 


found him in an isolated cabin in HW. V in his home Wednesday night 
the heavily wooded and swampy 
n ;gg 
area east of Hayward. 
Mr. Swisher was bom in 
Law- 
Olson’s deadly resistance to cap- rence county, son of 
Philip 
and 


ABOUT 510,000,000 
CUT FROM FUNDS 


Bv RAYMOND WILCOVE 
. .. .«Inna! 
S rrvicti ¡Staff 


HARRISBURG, June 
29—A 
$37«,<>65.328.92 
g e n e r a l 
fund 
budget held the official approval 
today by Gov. Arthur H. James 
os the amount needed to run the 
►talc for the next two years. 
The budget represented a reduc­ 
tion 
of 
$ 10.224.725.78 
under 
the 
am ount appropriated by the legisla­ 
ture. 
, 
A 1 
. 
The general fund budget is ex< u- 
sive of state operating funds, such 
as the m otor vehicle fund, for which 
no 
appropriations 
are 
normally 
made. 
These, when added to the 
general 
fund, 
bring 
the 
entire 


am s memo! 
nunciation 
of 
naval 
treaty 
w 
British note wa 
an “honest effort 
to coi 
1er of Britain's sincerity 


ture led Sheriff George Sechuetter, 
who directed most of the searching 
activities, to declare the m an “must 
have committed some terrible crime 
we don't know about.” I«ater the 
Castle; vice president, Frank I sheriff stated flatly Olson was the 
regretted. The New 
characterized as S. Brenneman. New Castle; secre­ 
te ince Hit- tary 
and 
treasurer, 
Miss 
Olive 
Clinefelter. 
of 
New 
W ilmington; 


M artha Sampson Swisher, and lived 
here all his life. 
For the past six 
years he lived in New Castle. 
He 
was a member of the Bethel U. 
church, near Enon Valley. 
Surviving are his wife. Bird Ann 
kidnap-slayer of 10-year-old Charles I gwjJsjM?r, 
^ re e children. Carl J . 
M attson, who had been sought by 
G-m en for more than two years. 
Claim MatUon Murderer 


Mrs. Mary Gwin and Mrs. Gladys 
Wit kline; nine grandchildren, one 
brother. Ira. and the following sts- 
r OI » m a m s s u iw ih j. 
i 
- ----------------- 
- 
No further official overtures are 
chairman of memonam committee 
contem plated, although Britain will Miss Mary Minehan. of New Castle, j 
Qlson had b<>en ‘'positively iden-!ters: 
Mrs. 
Mary 
Kennedy. 
Mrs. 
continue to deny G erm an charges Dr Sherman A. Kirkbride. of New . 
tifHxr g> thp Mattson murderer, T.aura White and Mrs. Bird Patter- 
of “encirclement " Foreign secretary w'llniington. 
first 
vice 
chairman. 
sheriff insisted, but he would son, all of New Castle, Lawrence 
Viscount Halifax is expected to ex- and publicity chairman, Mrs. Scott nQt 
v1l0 had mtide the Jdehtlfl- j county or vicinity. Mr. Swuher was 
pound the British stand in a speech B Hamilton, of New Castle, 
tonight. 
Lowell Leonhart, a great-grand- 
Peril Of Explosion 
' 
Gf Thom as Clinefelter. one of 
Peril of an explosion in D a n z ig -th e founders of the college, gave a 
which Poland and hei army o. moie 1 retd io f. 
th an 1,300.000 men would never al- 
Letters were read by Miss Cline- 
low to pass unheeded, commanded filter from many prominent alumni 
the full attention of the anxious who were unable to be present. 
British and French governm ents to- l|The?e included W alter Orr, C. J 
day. 


cation. 
preceded In death 
by a son, Floyd, 
The three men who almost were 
15 years ago. 
shot 111 the fusillade 
from passe- 
Friday noon the bodv will b* re­ 
m en’s guns were Chicagoans who moved to the home of a daughter, 
were fishing off shore One of the Mrs. Gwin. 211 South Walnu? street, 
three, Frank Reese, described the where services will be conducted 
scene; 
Saturday at 2 p. m. 
Interm ent 
“We had been out fishing early | wju be in Bethel cemetery, 
in the morning. We saw Olson row 


Daily Teleeraph. warn the Nazis 
that any attem pts to create illegal 
Memorial Read 
The memorial to those who have 
heard someone shout 'surrender ’ 
early this morning. 
“We looxed and saw Olson beach- 
Mr Thorn'on was born in ( anfina 


NU-LIFE TEXTUR1Z1NG 


(A M OISTl RE-REPELLING AND STAIN RESISTING PROCESS, 
Makes Summer Garments 


with 
SPARKLE 


USH OUR CASH AND 
CARRY SERVICE 
AND SAVE 15% 


NEWNESS 


FOR CALL AND 
DELIVERY SERVICE 
. . PHONE 885 


SEND GARMENTS IN EARLY AND 
THE LAST MINUTE HOLIDAY 
AVOID 
RUSH 


“THE OUTSTANDING CLEANERS, FURRIERS AND DYERS 


a figure approxim ately the $537,- 
000.000 estim ated bv the governor 
in hLs budget message 


military formations in Danzig will 
^ 
RWgv during the vear was j fog hLs boat. He started to run. The Un March, 1857, ion of Thomas and 
be* actively opposed 
J V . b 
Altornev Harvey Martin 
land wa.s clear. There wasn’t any Ella Thornton Fifty-one years ago 
Guided by the Polish government 
Thos<t 
memory was honored cover right near him More than 100 he married Margaret Cavender, who 
its out t h a t po f 
Rnhprt nirks. Pasadana. Cal ; 
vard.s awav there 
is not prepared 


budget was the general appropria­ 
tion bill carrying on governm ental 
functions of the state which the 
governor approved in the am ount 
of $168.081,444.50, an amount $1- 
756.500 less th an th at appropriated 
by the legislature. 
Of this am ount, 
the governor explained. $1,657,000 


Guided by tne roiisn 
u 
whose memory wa* honored cover right near 1 . 
„ 
, 
. 
_ 
srvn 
the press points 
out t h a t P ^t?ip were- Robert Dick*, Pasadana, CH.; 
j yards away there was a small clump survives 
He a j^ l^ ves ohe 
son , 
s not Dreoared 
to look on 1 0. > whne 
• 
^ 
un,it« u . 
vire 
Minnie of bushes He .started towards them 
Thomas 
T 
of 
New 
CaM.e one 
Then the shots began. All of the daughter. Bister 
Marcel line o. the j 
C. 
Huey. 
Youngstown; 
uiarence | posse—m a y b e tlirrr were * dozen 
o X g " Sullt-'I 
of 


iiig e s t item in the ( ^ e r a l j u n d 
Ynto a G er- ^ohn T 
R 


ANOTHER “ TEAPOT 
DOME ’ SCANDAL 
IN LOUISIANA1? 


>t it be known they will fight 
u finish some of the changes 


represented a duplication of appro- 
^ 
from East Prussia for the 


m an m ilitary base. 
Polish Army Ready 
Poland's ^rmy along the^ frontiers 


SUNedver7hedlL s ° r a'^E haily' S p r * » Leesburg; Rebecca Clinefelter. New 
from Danzig ^ id 25 :ruck§ W ilmington; Jane Cnnefelter 
had arrived in the Wilmington; 
Mrs. 
Nancy 


W atkins, 
Pittsburgh; 
Lida 
Edie ; m en—had rifles 
fTee city, said the Telegraph. Miller. New Castle; William P atter- I 


(Continued From Far« On*) 
. 
. 
Ts.f 1 
TSinrntnn 
Of 
' 
f and RU0SUIUTP5 a Iia? to pri t-ci. 
quireiiJCiJ » Lim•• 
- a n . 
—ie.r 
Bullets rippled in he water pas. 
van line — 
* 
a member money few believed that m e aus- J corporate tax 
Mr. Roosevelt s slg- political subdivisions average 25 per 


new tax bill waiting on his desk 
have 
Of chief concern to th “ general pub- to *: 
lie 
it 
continues 
the 
so-called: made bv the senate. 
9 
nuisance" taxes on such deriva- 
Specific fight* loomed over sen- 
tives 
as 
gasoline, 
cigarettes 
and a'e rejection of a three-m an hoera 
movies. In the top bracket«; it kill« to adm inister relief funds instead 
off the undistributed 
profhs 
tax of a -ingle WPA adm inistrator, re- 
and substitutes a flat 18 per cei.‘ quirem ents th at states and 


Eri»* Mr Thornton was 


torv 
containing arms 


New 
McKee. 
New Castle, and Miss Elia Weyrit k. 
priations to the state and treasury use Qf \he free corps allegedly be 
departm ents so 
th a t 
the 
actual 
am ount vetoed totaled only $99.500, 
or a reduction below the legisla­ 
tu re s figure of six one-hundredths 
of one per cent. 
Special bills «comprising appropri- c~ 
atlons 
for 
sU te-aided 
hospitals, 
homes, universities» totaled, as ap­ 
proved by the governor. $158.668.- 
907 63. a reduction of $8 468,225.78 
under the legislature's figures. 
In addition 
the 
governor 
ap ­ 
proved. in the same amount as pass­ 
ed bv the legislature, deficiency ap ­ 
propriations totaling 
$49 314.976. <9 
m aking a grand total for the gene 


daughter of Mr. and Mrs. P. P 
ine formed there. 
Weyrick of New Castle 
Sign* pointing to a passible coup 
Judge James A. Chambers ga\c 
in Danzig at any tim e within the »he principal address of 
the 
da\ 
next three weeks are seen by British an<j recalled many happy incidents 
and French m ilitary and diplomatic in connection with the carlv life of 
circles. 
the college, paying tribute to its 
They are informed that Chancel- founders, the idea of a college l*ung 
lor Hitler Ls grow ing angry and rest- , conveived 
by 
Dr. 
Cunningham 
icss over Poland s continued refusal o th ers who joined him in the effort 
discuss the Danzig situation on wprp Messrs W atkins. Kirk. Drake. 


The body 
tonight. 


to 
Germ any's terms. 
- n i l IN MW CASTI-E— 
MOTHER’S FUNERAL . 
FridaV at 3 p. m. funeral senice 


Clinefelter, Collins, Carr. McCon­ 
nell. Kyle. Cooper and others, who 
donated the funds to found 
the 
school 
W hen the fall term was 
, for Mrs. M atilda Ellen M cQ uistim ., 
to start, the school was not 
ra ‘ ,85. cf Butler, m other of Mrs M. ^ ;completed and sessions were held P * 
Shawkev of New Castle, will be con- 
M ethodist church. The tin- 
• 
- 
. ' 
fnrw»rn] 
- 
rwlri 
fund of $376.065,328.92 
—ni l in new castle— 
I ducted in the 
Thompson 


FORMER RESIDENT 
, home 
NEW CASTLE— 
Harry G. Rasenblum, 75, Youngs- 
APPLY IN MERCER 
town, O . who died Wednesday, was 
George Adamovich c«f \ oiing:^o-•• 
oalbreath. and a trustee 
. m M » n t of New C M le many year* 
]i- , a7 e considerable money to auppon 


cense in Mercer. 


funeral ^-on jor common school was $7 and 
for high school subjects of algebra 
and Latin. $8 
Col. Oscar L. Jack- 
>on. of New Castle, a friend of Dr. 


fore Olson died. He was Just a 
skeleton. He was on the verge of brat**d in 
starvation His clothes w'ere in rags. 
His shoes were worn through. 
“He was in great pain, and m oan­ 
ed continually. Then 1 heard him 
say: 
•* ‘Turn me over on my back boys ’ 
“Then he died ” 
Search Centered On l,ake 
The 
search 
for 
the 
“Tarzan** 
killer had 
been concentrated 
on 
Lake Namakogon 
which is about 
30 miles north of Hayward, last 
night when it was learned he had 
broken into a farmhnus* near the 
shore and stolen some coffee and 
a boat. 
More than 200 pa«^emen were de- 
about 
the 
lake, 
which 
is 
than 30 miles long, 
iff Srehuetter had told his 
men to take 
no chances 
If 
they 
sighted their man for whom a S’ - 
000 “dead 
or alive* reward had 
been pasted. 
Confident the fugitive was sorre- 


tere 51-year-old Smith wouid sing «e- j nature was expected. 
His 
second 
official 
engagement 
wo«- ra c fu - Hnward Minnick 
as. We had a narrow escape 
1 
* w . r« c h « I .he »HOT» * * be- 
« ^ , * , , ^ 1 » » . »111 b» c ! e - ' Im ndedi, h.»» trW surh . jch«n» 
______ 
_ 
_ 
st M »m s church Satur- 
Srnitlt is specifically charged wi.h was an afternoon tea with Crown instatem ent of the federa. theater 
a * 
10 a m and interment will ^mb^zziement cf at least $100.000 Of j prtace 
Olav 
and Crown Princess 
be' • i St 
M a n s cemetery 
L 8 U funds and during his m ar- J M artha 
of Norway 
The president 
w ¡U be at th#* residence ket manipulations he allefedly bo: - 1 laJll saw the Norwegian royal couple 


cent or the cost of WTPA project* 
beginning January 1, 194', and re- 


pro jects. 
—Bt 1 IN NEW CASTLE— 


rowed something like $500 000. lor 
j which eitheh the lending banks, 
on an extended tour of the 
Mrs. Querino R«»*a U. 
! the state, is holding the bag, 
¡ Umu?d states. 
Mrs 
Angelina 
Rodati, 
aged 
63 
Although 
Gov. 
Ear! 
K. 
Lnng 
years 
wife of Querino ROMti 
of biother of the late Huey Loaf tost 
624 Ravmond street 
pav*ed away mgh t authorized the posting of a P U S H I N G A C T IO N 
in the New CasUe hospital today at *2 500 
reward 
for Brru h s ^re.it 
here were official Indications that 
in felt the misa- 


at Hvd 
Park Just before they em- 


H! 1 IN NEW CASTLE— 


MU5SOL.INI-HITI.ER 
REPORTED TO HAVE 
BEEN IN CONFERENCE 


12 40 a m 
Mrs 
Rosa’i was born In Italy, in high quarters 
and had 11’»ed in New Castle for ing m an was not alone in his a. eg- ; 
the paM 25 years She was m arried «“d peculauons 
40 fears ago. Besides her hu*band 


ON RELIEF BILL 


(CoBtlnn«d From P*f* On«) 


she leaves one son Joseph a* honje 
two daughters Lucv. at home, and 
Mrs 
Ant hoi.v 
Chuirazzi 
of 
N»-w 
York and one brother Pasqua.e De­ 
Simone in Italv 
TTie body will be taken to the 
resident* 'his evening Funeral a r- 
rangemenfa will be announce^ .a'er. 


Cteorge Hrebik luneral 
P 


a n is NfW ( **ti r — 
PRESIDENT SEEKS 
INSIDE OF REVOLT 


(CobUbb*4 From F«g« Ob*) 


after it wa* taken up in the senate 
for deba'e. but the economy bloc 
succ»*eded in blocking attem pt* to 
add as much as *500 000,000 in one 
amendm ent. 
' 
There was no indication th at sen- 
ate passage of the house approved 
oda\ a conference with bUl will end the controversy over 
principal provisions of 
'he 
relief 
program. 
Members of 
the 
house 


ago. 
The funeral took place at 2 
p m. today. 
| the institution, and Dr. and Mrs 
O albreath came to the school as a 
bride and groom to take charge. At 
th at 
time, there 
were only 
:*o 
other schools in the district teach- 
i ing 
high 
school 
subject* 
They 
were Rase Point Academy and PTe- 
doma. the memory of both of which 
is dimmed by the years, and acarce- 
»ly remembered. 
j 
Judge 
Braham, 
who 
s*. tended 
i Volant College in ILn later years, 
rec alled those who had charge. Pio- 
fessors LefHer. Ball and Mitchell, 
and paid tribute to their memory. 
Memorial Erection Proposed 
The idea of erecting a memorial 
on the old college campus was pro­ 
posed bv William Allen, of Volant, 
and he was named chairm an of 'lie 
committee 
on 
arran |em in ts. 
ana 
will be a-Nsisted by the officers, and 
other members. 
Mrs. Asher A. G albreath, w .»low 
of the college's first president, was 
present during the afternoon and 
was 
presented. 
She 
was 
accom­ 
panied by Miss Elizabeth C an . who 
had been m atron of the college and 
who makes her home 
with 
Mrs. 
G albreath. along with Mrs. Gal- 
breath's two sons, Everett and Ed­ 
ward. 
Mrs. G albreath was preserv ­ 
ed with a 
scroll 
containing 
the 
names of those who made possible 
the memorial to Dr. G albreath at 
his grave at Rogers. O. 
Catherine McCracken, aged »0. of 
New Cast le, was 
the oldest on* 
and 
the 
six-m onths-old 


**n*i 
c of 
conducted on tA>dn**day morning 
with a «hört service at the home 
and !i'i*r requiem ma«* being ce!e- 
8 ? Nicholas Gre*k C ath­ 
olic c 
Re» 
H: 
or oi 
nd a* 
mass 


tnbu' » s 


th*ir 


aui * 
ends and 
spet ta to 


Georg* 
where out on the lake the deputies Hrebik of 137 Atlantic avenue w-re 
clustered 
abound 
the 
.‘hore 
in 
group*, lying huddicd throughou 
the night In the damp cold. 
1 hey 
had orders to light no fires and to brat^d 
r»drain from smoking leat OUon be 
forewarned to their presence 
Every boat with but one occupant 
was walchd carefully from shore 
several fisherm en were on the lake 
before dawn, some alone 
Finally 
Olson's 
boot 
came 
to 
.shore, and the trap was sprung 
The deputies slain by O lson were 
Carl Johnson, 37. and FYed 8* c^t 
46 
Tliey were member* of a pc» se 
of nine who found Gl*on 1st his 
shack near Hayward 
Olson's 20-vear-old wife. Prances 
b in Jail in Hayward 
She was ar* 
reso*d with her hu b#nd on June 
15 when th e\ were found in a stolen 
automobile OL«on escaped while be­ 
ing taken to Havward 
I 
i* never wa«- definitely estab! d.- 
ed whether the F B I had er.'ered 
the hunt for Olson a« a result of 
the M attson angle, although it wa. 
reliablv reported several times that 
G -m en 
had 
been 
Instructed 
watch development* of the 
hunt. 
in niw r o t i r - 


abeent from 
no reason given for their absence by 
the White House 
The issues on which Mr Rooaeselt 
w ants action, in the face of rising 
opposition were; 
1 
Continuance 
of 
work 
relief 
through m idnight, Friday, so there 
w..l be no dislocation of federal un- 
employed rolls 
The house and sen­ 
ate «’ill had better than 24 hour* 
’i to agree. 


(International News Service) 
LONDON June 29—Prem ier Mus­ 
solini and Chancellor Hitler m et 
during the last i*w days on *he 
I'alo-G erm an frontier, the Time.« of 
London today said it was reported .n 
well-informed circles ir. Rome. 
W :,..e Hitle r w as > t ip pose d to be 
at Berchtesgaden. Italian newspa­ 
pers have said nothing in the .ast 
few days about II Duces movements. 
—Bl Y IN NEW CASTLE— 


B ritain is im porting rubber bath­ 
ing caps from three countries. 


MORE FUN OUT OF SPORTS 


W nl1 
2 
Pesti 
now er 


Mu 
Mu 


it w *« m ide in the church 
Palibearer* weie 
John 
¡ari Fisk John K Hrom- 
iel Luksc. Steplten lep- 
¡íryiirn Ufnmr. 


Mrs 
I m trttrr I mirrai. 
r Mr 
r v 
Peur! H b 
a ¡Je of ( lev R Lo*- 
onducted Wednesday 
rn her late :♦*udence 


en e between the two nc 
3 
R e g io n of 'he ne 
io the While House r 
w han 
nations munitio 
should 
be te n t 
on 
a 
carrv ba -is tn the even 
break out 
Mr Rouseveit wa* "as 
i day officially for two 
* reaaoivs 
He planned first to 


dd 


IF YOU SHE PERFECTLY! 


Play a better game of golf, tennis, badm inton 
. . . and get more fun out of playing by having 
your eye* bnm ght up to par. 
Have 'em tested 
s u J M 
J 


7 
ot» » r 
4 
77 A 
f i 
cash-and- 
^ 
' 
v 
b 


now 


hoetiht.e« 


tmmed; 
Credit to All 
ROSENTHAL 


T H E O P T O M E T R I S T 
TELEPHONE (10. 
Or*«r Bldg., M. M*rc«r St. (3rd. Floor) 


ook at 


Pula, k! 
Rev 
■r Mac Don 


R« 
mai 
e P 
DO 
Me 
ike. 


w a 


HITLER CANNOT 
TAKE CORRIDOR 
WARNS POLAND 


re* 


of reíam e* a n i 
¡j pay their »am 
many 
beautiful 
re token* of the 
Ich Mr* LnMet- 
,he 
sarro und in* 
high c*!fcm 
ter 
wa* heb 
community, 
Pallbearer* were 
H K Gh.ulsnd, 
J C, Ferver. Wm 
Hamilton, John 
Neal. 
Dorn.« Fulkman and J ame» 
(Continued From P ag* On«) 
present, 
ana 
tne 
lu-m uu«*» 
j 
__ .... 
cranda^n of Charles and Elizabeth j ^w0 port* three-quarter* o, Foiand * | B5 4cic 
« 
» 
* 
* * 
Interm ent was made in Ne.*han- 
nock cemetery New Wilmington. 


F L O R S H E I M 
i 
M A T R I X 


S H O E S 
for 
S H O E S 
\ 
tat 
MEN 
1 
LADIES 
DAVIS SH O E CO. 


*la«t a Step anean 
FOOTWEAR 


M urphy Reno, was the youngest 
export trade Is handled 
Mrs 
Scott B. Hamilton 
read a 
president Moscicki spoke fee’inglv 
I».story of the reunion which will of the “Inseparable union’ between 
observe its 25th anniversary next 
Poland as a whol< 
year 
Tlie reunions were started In 
time 
Province 
of 
1915, and a great m any of those 


MTU 
»mi 
$ + & «###4 wf* 
*■-** 
i m i M 
OUUM IMCM MTU 
• 00« i rr 
conwiaut ,**i pa 
M otor Tune-Up 


US 


and its “mart- 
Pomorze” 
«the 
Gordon Funeral. 
Service* for the late Edward P. 


who wehe présent at rise first re­ 
union 
were 
in 
attendance 
again 
yesterday. Joseph Masters of White 
Pines. W. Va., attended hi* first re­ 
union since his college day* 
An­ 
other old timer was Mrs. Joseph I). 
Wilkins Watkins, of Mars, Pa., who 
Ls 85 vears of age. 
A vote of thanks was extended to 
The News for their splendid co­ 
louration in 
making the reunion 
the institution it is today. 
— BUY IN' NEW CASTLF— 


Polish 
corridor 
created 
bv 
the Gordon of Cleveland. O . were ton 
treaty of Versa Ule* to give Poland ducted in the Jt* B L**\de niortu- 
an unimpeded outlet to the BahU 
and nationalize the Vistula rivet 
from Its source to Its mouth » 
“Every 
Inch 
of 
Polish 
equally dear to us 
he. said 
Of the territory which goes to 
make up this entity, Pomorze and 
the .seacoaM are buste elements. 
Speak,« To 100.000 
“Upon 
them 
our 
political 
«nd man, Charle 
economic 
independence 
depends. Patterson, 


my, New Castle Wednesday at 2 30 
p m . in » harge of the local B P. 
O X 
Those taking part were 11 
h 
H» 
sol 1 Ls (jraham, exalted ruler, C W 
man Hess, chaplain, with th« iol- 
lowing officer* ssslsUng: C C. Ran­ 
kin, Milton Reiber, George A Pat­ 
terson and Verne Carr. 
Pallbearers were H Clare Stock- 
B Mayne, George A 
L 
A. 
Johnson. 
Roy 


d o t t y l a m o u r is 
VERY INDIGNANT 


ei onomlc 
inaepenaciur 
o c ^ . m u o w u , 
Tn. 
rm ev are valued above price, above Brat sc hie and Jack Siakm an 
■ 
the air and above the sun, to our terment was in Castle view mumi 
existence as a state 
„ 
S h ak in g directly to the 
100.000 
_ l / r n 
**ic e o r P f iB T patriotic 
Poles 
who 
gathered 
fit 
OVER 
KISS REPORI Qydnja 
to celebrate 
the 
holiday 
*--------— 
1 while Poland remained calm in the 
face of reports of Nazi ronrrntra­ 
tions in Danzig, the president con­ 
tinued : 
“Consciousness of this value ex­ 
ists in the hearts and minds of 


Park. 
i\ \r w < *8ii r.— 


75c Down! 
75c Weekly ! 


( I n t e r n a t i o n a l 
N e w * 
S e r v i e « ) 
NEW YORK, June 29.—Beautiful 
Dorothy I^amour today indignantly 
denied the statement of a Holly­ 
wood court witness that she had 
been embraced and kis*ed by Myrl 
Alderman, Songstress Ruth Et ting's 
husband, or had accompanied him 
to public places in Hollywood, 
Miss Lamour said she will take 


Let The News Follow 
You On Your Vacation 


every Pole. 
"The greater adversities encoun­ 
tered and the more inimical become 
external circumstances, the imnet - _ 
hundred letters from home 
L* our determination and readiness | than a nunmru 
to make even the greatest sa 


Tf you are going to leave New 
Castle for a few days, a week or a 
month or longer, you can have Hie 
News sent to you. 
It will be better 


Glasses 


1 Hour service — — 
Artificial F ves—Camera»— 
Binolculsr*“ Microscope* 


D R .J.B .N IE LS E N 
• OPTOMETRIST • 
On Public Square 


>adineas 
umui » h«»»»»»« ..... 
ieriflces 
Arrangements must be made at 1 he 


immediate ateps to remove »ny •»»- j ^ 'ihat Poland's outlet to Hie se» I Nf * s 
lor l 1,1^ ^ , 7 ‘Con"w eeC 
plications of a romantic association can ^ made to endure for all time, 
with the tarn is. 


BASE BALL CAP 


F R E E ! 


HANDSOME WOOD CHEST 
Included At No E xtra Cost. 


I bet woe i) her and Alderman as given 
by George L. Roberts, a former em­ 
ploye of a Hollywood eating place, 
who testitied in the $150.000 aliena­ 
tion of affections suit filed by Al­ 
derman's second wife. Alma, against 
his present wife. Miss Etting. 
_ Bl Y IN NEW CASTLE— 


m o t o r o v e r h e a t s 
ON REFRIGERATOR 


— Bl Y IN NI W CASTLE— 
CITY AWAITS BIG 
PET PARADE FRIDAY 


(Oontlan«d From Pag« On«) 


al 
Education 
council 
and 
The 
Tow nsmen, the latter a young men A 
c ivic club here. 
General 
Chairman 
Alfred 
H 


,25 cents, two weeks 40 cents. 
One 
i month 
50 
cents. 
lhree 
mouths 
$1.25. 
—Bl Y IN NEW CASTLI—• 
Says Blockade 
To Be Intensified 


c 
r 
c 
l 
m 
a 
n 
’ s 


129 East Washington S t Phon* bOb 


Guy firemen were called to the j Owens, who p.nnounced that numer> 
iiome of Maurice Shoenberger. of ous prizes have been offered to win 
408 East Moody avenue, at 3:15 a 
ners. today named Rirharri E.Reihz. 
m toda\ when the belt slipped off Robert 
Hoo*e. Joseph R. 
•he motor of a refngeiator. cauring | Robert Boughter and John R. Hodge 
it to overheat and smoke 
Damage 
Judge* for th«« parade. 


T o m ^ h .r 'e ^ n g j lo « E*ch*nK» Telegraph menage 


[ 
th 
1 Hast WaAlimgton AtrecL 


(BULLETIN) 
fInternational N«wa Servlci) 
LONDON. June 29 
Japan's gar­ 
rison commander at llentsin today 
announced that the blockade around 
the British concession there would 
be intensified Saturday, according 


¡lroin Hong Kong. 


Get ready for your Summer Vacation. 
b>t 
check and tune your motor scientifically. 
CITIES SERVICE POW ER PROYER! 
MARQUIS-HINISH 


Grant and Sampson Ms. 


I VESPER CHIMES 
| 
I 
This Evening At 6:45 
J 
Bl 
* 
At the 
NORMAN SINGING TOWER 


< £ a s t k t 'i c u i b u r i a l P a r k 


- x U > Me Htmanm c f tUmmhtut Ldt* act ktpd Scaait/af 


TAKE MONTHS TO PAY! 
(or TOP-QUALITY 
GENERALS 


TERMS TO FIT EVERY P0CKETB00K 
H A V E T HE 
BEST TIRES 
«no/ 


PAY AS 
Y O U R I D E 


Our eA^> plan t>u* 
plug t¡< nr! m ls !U»W 
bl« t*» Du» Quick st»»tv 
». 
us for dettili*. 
NEW CASTLE TIRE CO. 


303 Produce Street. 
Opposite Ramsey a 
PIIONK 1***8!. 


• 'ey"«*' 
WA«*. «» '».«i« a*.* »♦**•'■ 
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BRIDE DESIGNS OWN 
SILVER ANNIVERSARY 
GOWN FOR WEDDING 
AT F. E. HANNA HOME 


QUAINTNESS MARKS 
McCl e l l a n d w e d d i n g 


CLARA CLOBUS WILL 
MARRY IN SEPTEMBER 


MR. AND MRS. H. M. KIRK 


Of interest locilly is the engagp- 
jn^nt news announc**d at the W ed­ 
nesday evening meeting of the Les* 
G a;s Hu it c u b . 
M l ss C lara Clobus 
welcomed associates at her home at 
1509 Delaware avenue, and news of 
h er approaching m arriage to Robert 
Henderson of Harrisville. revealed. 
G am es of cards were in vogue and 
th e winners 
were 
aw arded 
with 
dain ty prizes. 
Clim axing a delight­ 
ful session, the guests were served 
a tasty repast at a long table. Small 
card telegram s m arked each guest s 
place and they were inscribed with 
the news ‘C lara and Bob. September 
J" 
The hostess was assisted by her 
m other, Mrs. F rank C. Clobus 
Clara is the daughter of Mr. and 
M rs F rank C Clobus. 1509 Delaware 
avenue, and Bob is the son of Mr. 
and Mrs. T. C. Henderson, of H ar- 
risvilie. 
Special guests were Evelyn Moore. 
W inifred Hiekling and Mrs Harold 
W eston Porter. 
• • 
1- 
ATTEND WEDDING AT 
LYONS, NEW JERSEY 


Mrs 
Dan B 
Wooleock and son, 
D an B. Woolcock. J r . of Highland 
avenue and Mrs. F rank R. Woods of 
Sheridan avenue have returned fol­ 
lowing a few days’ visit to Lvons. 
N. J . where they were guests a t the 
wedding of Miss Elizabeth Fag lev. 
d au g h ter of Dr. and Mrs. R 
C. 
Fagley, to Samuel Beach of New 
York. 
The 
ceremony 
took 
place 
in a church r e a r Lyons in New J e r ­ 
sey. 
Afterwards, 
th e 
New 
Castleites 
continued on to 
Hartford. 
C o n n , 
where they spent some tim e with 
Miss M iriam Woolcock. daughter of 
Mr. and Mrs. Woolcock. 
Also, they 
were guests of a brother, William 
Woolcock at Sham okin, before re ­ 
tu rning home. 


Director Treat« Choir 
After 
their 
practice 
W ednesday 
evening in the Epw orth M ethodist 
church, m em bers of the choir were 
invited by their director, Mrs. J. M 
Pyle, to th e dining room where a de­ 
licious lunch was served. The trea t 
h a d been prepared as a surprise for 
th e choir. Assisting Mrs. Pyle were 
Miss Lenore Pyle, Mrs. M artha Mc- 
Creary and Mrs. Margaret, Camerer. 
S. D. Bryenton poured the coffee. 


Miss Mary M cG rath revived the 
Mr, and Mrs. F. E H anna. N orth- 


sentiment of bygone day» by design- 
'recent evening w haT a 
ing and making her own wedding t <,roup 0f friends and relatives as- 
gow n, which she wore for her mar- ! sembled at their home to help cele- 
riage 
to 
James 
P. 
Addison 
on brate their silver wedding anniver- 
J V.^ |*y 
t 
Wednesday morning. The bride w a s, 
a highlight of the occasion was 
lovely in her white satin princess 
reading of the write up of th^ir 
style eown with peter pan collar w ading 25 years ago in the Ossian 
and leg of mutton sleeves. Her veil, journal, Ossian, Ind. 
toe length, was of Juliet pattern and 
Following an informal program of 
! the only jewelry worn was a lovely activities featured on the lawn, a 
brooch of her grandmother s. 
The j delicious repast was served bv t he 


v \ r \ 
iv ii\j n j«. 
attire was completed with a shower honorees’ daughters Wanda and Vir- 
. lA W A D r n » T r i i m 
p a b T Y bouquet 
of 
gardenias 
and 
valley ginia. Tliey were aided 
by 
Miss 
H O N O R E D A T C LU B P A R T Y lilieg 
• 
Nettie Hanna and 
Miss 
Dorothy 
------------- Rev. Father Thomas 
J. Rocks. S .. Hanna. 
. 
I 
, m. m 
T 
hv Rpv Fat her Leo Wat- 
Bringing activities to a close. The 
Wednesday evening. Mr and Mrs. J . assisted by R t ^ r a i r 
'honored couple was showered with 
William K Hugu*. Dr. and Ml». 8. 
tenon, 
offn-.atcd 
n St 
Mary s » ™ d0l arv 
I 
W 
Perry. 
Sr.. and Mr and Mr*, chu.ch Mis, McG-rath lith e 
laugh- 
------------- 
James T 
Ray. entertained jointly 
i S d ,i'id James V G E SU E -C A P IT O L A 


m honor of M r' and Mrs 
H. 1 
AddLwn^'s’the 
A 
V 
,and Mrs. 
W E D D IN G W E D N E S D A Y 


K ir k ,™t' m are i n e t he d fortie t 1- wed-' W. B. Addison of Fredonia. P.^ 
------------- 


ding anniversary. 
^ " /^ « T tn e .se d 0 
the" ceremony. 
Miss Celeste Gesue. daughter of 
7 he occasion took piate in the a 
* 
. 
* f »rrt vffif» fiesne of 102*1 DuShane 
n 
r*« »1« 
rinh and inter- which was given before an altar of Mrs. Line uesue. 0 1 iw j uuoimn 


f l l i e T ^ T ™ £ 
£ 
«lmd e l S fT ow ens^ e 
S r w 
« 
amiiic.v 
A! 
. ocioca. a q c ul iuu» 
fath.r 
¡avenue, were married in St. Vitus 
full course dinner wan served. 
by h « lam er 
church Wednesday 
morning at 9 


C 
l 
r 
T 
f 
Z 
' 
“ ,he th“ ^ id e w is m e o n ly .u e n d a n t, | o'clock w rh the Rev. Herbert But- 
and wore a moire taffeta aqua max- - terbacli officiating. 
* 
11. , 
mooe 
gown 
similar 
to 
the 
The bride presented a pict \ pit 
LO IS EA K IN BE C O M E S 
bride’s. 
She carried talisman rases ture in a gown of white satin with 
R D in r O F 
l-I O F F IJT T and mums. 
a train* and R ' r‘1 v.ul1, ,n !U*enr 
B R ID E U r M. U r r U I 1 
Darjiei Addison served his brother effect. 
She carried a bridai shown 
________ 
^ ^ 
man 
bouquet of orchids 
and bovardia. 
Supplementing the ceremony, a Her bridesmaid. Miss Mary Capi- 
A pretty 
wedding ceremony took wpddlnp breakfast was 
served at the ! tola, sister of the bridegroom, wore 
place in the Unity Baptist church 
McGrath home to members 
of the a Wally-blue gown of embroidered 
in Harlansburg on Wednesday aft- immediate families, at a long table, net and a picture hat to match 
, 
... 
j 
centered bv a traditional wedding She carried a colonial bouquet of 
ernoon. 
when 
Miss 
Lois 
Eakin. cemercu 
u y » 
« 
o 
Bristol 
J * 
M w 
, , , 
... 
, miniature company. 
Johanna 
Hill 
roscbuas, 
»nsioi 
daughter of Mr. and Mrs. W. J. 
-n thp day thp coupi<, de- Fairv and larkspur. Nicholas Gesue. 
Eakin of that 
locality, became the 
tpd for an exlended trip. 
For brother of the bride, was the bis* 
bride of Harold Offutt, son of Mrs. 
travebng. the bride chose a blue and man. 
L. B. Offutt of Plaingrove. 
, ^ e n ^em fcie 
with white accom- ; 
Both Mr. and Mrs. Capitola are 
The single ring service was used, j £am m enls 
Her corsage was of pink New Castle high .m hool graduates, 
with th e Rev. Leonard Mathewson. 
buns 
| and thp former attended Slippery 
pastor, being 
officiating 
m inister. 
Mrj. 
\s a graduate of the Rock State Teachers' College. 
Mr. 
and the vows 
were pledged m the local high school with the class of Capitola. 
is 
affiliated 
w ith 
the 
presence of an assemblage of rela- 
35 an(j alsc thp M arlh a M atilda cap ito la F uneral Home, 
tivcs and friends of the couple 
H arper Beauty School of Rochester, 
y h P couple will be at home in a 
Attired in a white embroidered N y 
^ 
thp 
t SPVPrai years she ncwlv furnished apartm ent at 208 
net gown, floor length with shoul- 
b0pn practlcing in Orlando, Fla 
Ea5t North street after July 3. 
der length veil, the bride wore a ^ 
affm ated with th e 


S 
as h*r° otiIv* jewelry 
Z 
H.ghway Department of M er-|s _ y 
V . A U X IL IA R Y 


' ' - 
H A S B A SK E T PIC N IC 
carried an arm bouquet of 
. CnD in ifi Addison. Daniel M cG rath, j 
rose buds. Miss M argaiet 
O ffutt 
Mrs. F rank J. Russell and 
sister of the groom, as m aid of 
y 
Qf predom a; 
Mr. 
honor, was attired m a green em- 
rh n rlp s Clark of Kremis; 
broidered lace dress, toe length, and 
* 
Adams and M r and Mrs i V eterans Auxiliary*. 249. formed a 
w ith it she wore a white picture hat. 
. Hp ]v of sharpsville. anu 
I H er arm bouquet was of pm k rose 
of oreenville. ■ « ^ U 
l guest in 
^ 


Associates of the Sons of Union 


. . . . _ 
™ 
B ernard Henlv of Sharpevilie. 
“ 


i ^ P re c e d in g the .service. 
M i» Dor- » t t * ^ e d from out of town. 
I othy H arlan sang twn 
selections. 
* 
; and 
during 
the entire 
ceremony. F . T. A. CLUB HAS 
Mrs. Esther Eakin. her accom pan­ 
ist. softly played strains of appro- 
; priate music. 
Ushering were Delbert Eakin and 
i T hom as Jervin. 


at Cascade Park. W ednesday eve­ 
ning for an enjoyable ba.ske? picnic. 
The serving was at 7 00 and an u n ­ 
usually large num ber of guests a^- 
DESSERT-BRIDGE 
^ 
? ^ 
prm d. 


ed 
during 
the 
n m ssn in c 
ho« 


Miss R uth McClelland, daughter 
of Mrs. H arry McClelland, became 
the bride of Verlyn Stearns, son of 
Mr. 
and 
Mrs. J. 
B 
Stearns, of 
Cameron, W is , at a beautiful home 
wedding 
W ednesday 
afternoon 
at 
the original McClelland homestead | 
near Mt. Jackson. 
C harm and simple dignity m ark ­ 
ed the nuptial ceremony, which was 
solemnized 
with 
the 
single 
ring 
service on the steps at the colonia. 
doorway of the home, amidst a set­ 
ting of palms, fem s and white g ar­ 
den daisies interm ingled with del­ 
phiniums. 
Rev. 
Edwin 
A 
S hoe­ 
maker. 
pastor 
of 
the 
Westfield 
Presbyterian .church, W a rd the ex­ 
change of vows at 3 o'clock in the 
presence of members of the im m e­ 
diate family of the bride, and a few' 
intim ate friends. 
The bride was a picture of loveli­ 
ness in a gown of 
w?hite dotted 
swias with edgings of foamy lace, 
designed on 
sweeping 
lines 
with 
puffed 
sleeves, 
and 
having 
a 
voluminous skirt and basque top. A 
halo of white daisies crested her 
hair, and, to complete the idea of 
quaint ness in her attire, she car­ 
ried a colonial bouquet of shasta 
daisies and white sn apdragons 
Mi>s Mae Gilchrist, of Mt. Ja c k ­ 
son. the bride’s only attendant, was 
attired in a gow n of cloud-pink d o t­ 
ted Swiss, fashioned similar to th a t 
! of the bride’s. 
She carried a colon- 
I ial bouquet of pink shasta daisies 
interspersed with delphiniums in a 
variety shade of blue. 
A cluster of 
m atching flowers adorned her hair 
H arris McClelland, brother of the 
bride, served the 
groom 
as 
best 
m an. 
Preceding 
th e 
ceremony, 
Miss 
Josephine Wallace, pianist, present­ 
ed a m edlf\ of nuptial selections 
which 
included 
“Chimes,* 
“The 
Bell , of St 
Mary s ’ 
O Promise 
Me’* and “I Love You Truly.” 
For 
the wedding m arch she contributed 
The Bridal Chorus" from Lohen­ 
grin. 
After a brief congratulatory pe­ 
riod, dainty refreshm ents were ser- 
; ved buffet style, from a table ar~ 
I ranged on 
the lawn, 
attractively 
decorated, the nuptial them e p re­ 
dominating. 
Early in the 
evening 
Mr. 
and 
Mr 
S te am s left on a wedding trip 
south, over the Skvline Drive to 
colonial 
Williamsburg, 
Va, 
For 
traveling, the bride chose an e n ­ 
semble of n a w and white dotted 
chiffon with m atching accessories 
Mrs Stearns is a graduate of Mt. 


Mrs. Lewis Sale* pleased associ- j Those or. the com m ittee were Mrs 
m a a , n » i e . 
a!p, cf the F. T. A 
club at their Jessie Crook-. 
Mi- Jennie 
1 ' . 
A wedding dinner at a prom inent 
Wednesday meeting when she re- and Mrs. Kate Avi i 
tea room in H arlansburg, supple- 
ivpd thPm at a dessert-bridge in 
Plans were made for 
he next 
rea room in 
° ^ 
ceived them at a dessert-Dnage in 
n a n » 
- 
• 
*• 
t m ented the ceremony. Places m ark- ^ ^ 
afternoon at her home on Edge- meeting to take p!a< e at the Mod. ■ 
» J i 
»«fAtnft« f tifrt rtl 10£-t T at 
fit* 
m m 
. 1 _ L-. TTV4 »«U 
’Ilf 
m one L T ! I All T- 4 V ! \\ * i y. 4 , t! : W ' 
ed for tw enty-tw o guests, at the at 
tractively decorated table 
, ooowvv, 
Mr. and Mrs. O ffutt left later on d‘P^ Prt 
a wedding trip, and upon returning, 
they will be “a t hom e” to friends 
at 917 M arshall avenue, this city 


U1C «1 
»»V --------- ---------— O- 
- 
t M ,..L|t.a 
wood avenue. 
Mrs. Ralph Fischer W oodm ans hall on East Washing- 
assisted with the serving of a dainty j ton street. J u h 12 


Swim at I^kewood s 


New Beach 1 0 c 


CHILDREN UNDEK 
12 YEAHS FREE'. 


Cards were popular and the win- 1934 CLUB GUESTS 
ners were Mrs. Mae Marshall Mrs 
DINNER PARTY 
. 
. 
- 
V-a W alter Hempill and 
Mrs 
Frank 
T h e 
bride is a 
graduate of 
the Copn wbo won the galloper s award 
H arlansburg high 
schoo! »nd ttie 
A, ^ ust 9 u thP date of the next | WednPAdav 
^ e n ii.g a sso c ia te 
cf 
groom a 
graduate 
of 
Piamgrove 
m eetlng to be with Mrs. R alph Au- . thp 
club werP ^jtertaineti at a 
bel on North Lee avenue. 
dinner party in ’he Leslie hotel bv 
Mr and Mrs. Clvde Stev< ns of Sher- 
Jolly Sewing Circle 
Udan avenue 
T he serving was at 
Miss Steffie Zemack entertained 6 30 after w hich cards were enj< \ d 
at her home on Cascade street Wed- 
High snore winners were Chat 
nesday evening for Jolly Sewing C i r - 1 Anderson 
Mrs 
Edward Prit. hard 
cle club members. 
Inform al pes- Mrs. Edward Fritz and A rthu 
times were enjoyed, after which the fer. 
Imstess served a dainty repost. 
j 
July 12 is the date of th« 
Ann Woryks will entertain at her meeting, 
home on East Long avenue Julv 12 


high 
school 
and 
Slippery 
Rock 
T eachers College, is employed with 
the local branch of 
the E astern 
States F arm ers Exchange. 


i Additional Society On Page Six) 
К 


next 


BEAUTY SHOP 


V O N E T T E 


The M odern Note in Spring 
Coiffures! 


NO EXTRA 
CHARGE for 
SHAMPOO, 
HAIR 
DRESS 
and TRIM 


Self-Setting 
CROQUIGNOI 
WAVE 
C om p lete 
w ith 
Bh&myoo, 
Heir 
>reae and Trim 


am and OU 
OQI IGNOLE 
WAVE 
neely. 
d e p e n d - 
в. 
satisfying 
nanent 
W a r e 
Complete 


50 


lecolor white or 
ey hair. 


YANKEE LAKE 
Dancing 


PAUL BURTON 
and Hi* X. B. T. O rrh r.tr» 


Friday, Saturday, Sun­ 
day and July 4th 


Admission 
Onlv 
Mrs 
Next 
i the 


■ tJ 
EYES EXAMINED 
For Glasses of 
Quality and Style 
“C. Lee Mellinger 
The Optometrist 
and See Better" 
414 Temple Bldg. 
TERMS! 


xt. 
Phone 9181. 


m. to 9 p. m. 
ou t A p p o in tm e n t. 


— 
V A C A T IO N 
S P E C I A L S mmmm 
For Those Who < are 
About Their Hair! 


NATIONALLY ADVERTISED 
PERMANENTS 


Vz 


F or S hort 
T im e Only 


| a W A V B A R T W A V E , 1 4 - 5 0 
ó 
Oil Pueh-Up 
1 


« “* .50 
P r e a c r lp t lo n 
( 
Waves. 
* 
S olu tio n prepared for every 


50 


texture. 


R E S T L E E U G E N E , 8 p - 75 
O 
Du art Frederic 
R ig h eet q n a llty — low eat price« 
LOUIS 


P e r m a n e n t W av e Shop. 
Take Elevator to tnd Floor. 


223 L a w r en ce S av 
k Tr. Bidsr 
Second F loor 
P n on e 945«. 
S O U T H 
S ID E 
» « O P 
1226 8 
KlU St. 
P h o n e *000- 
OPEN EVERXJNOB 


CASCADE PARK 
DANCE 
TONIGHT 


Scotch Plan 


9 f l e 
p*r 
fcaU W Person 
Glenn (iibson 
Orchestra 
Featuring Billie Glenn 


FRIDAY 
1939 
Hiffh School Class 


Don’t Forget! 
Saturday, Don Ricardo 


Good Neighbor* 
Mrs. H a n v Robinson. 
Wa.vh- 
ingtnn street extension wa a plead­ 
ing hostess to members, of the Good 
Neighbors club. w h rn thev g a th e r­ 
ed in her home for a meeting, W ed­ 
nesday afternoon. 
G am es of 500 were provided for 
en tertainm ent 
during 
the 
hour*. 
Hiith score prize 
were awarded to 
Mrs. G . L. Todd and Mrs 
J. A 
Earl. 
Special guest of the club w 
Frank Mor»au of Johnstowi 
meeting will be in two week.’ 
form 
of a breakfast at 
Cascade 
Park. Mrs Harry Brown will be h as­ 
tens. 


Modern 8 Club 
Mrs Dorn S< arr.ati of Shadysid* 
entertained th» Modern 8 club at a 
local downtown theatre <n W ednes­ 
day evening. 
A supper was enjo-ed ai a dow n­ 
town dining hall. 
Mrs Tullie Ste- 
fano received a silent sister git? 
Julv 12 Is the date for the next 
meeting at the home of Mrs Mike 
Fom ataro. Shadyside, who will b- 
hostess. 
H.L ... #■■■■» ■■ ► — 
Ililiiard-Sm ith Engagement 
Mrs. Amanda G. Hillliard, of Sau 
Claire amiotinees the engagement 
of her daughter, Mildred J . to H a r­ 
ry E. Smith, son of Mrs. Carl Smith 
of New Castle 
No 
wedding date has been 
a n ­ 
nounced. 


Jack, on hiah м hool and oí S ip- 
perv Rock Teachers College 
She 
Is h tearher щ the Hillsville schf^l 
Mr. Stearns ts a graduóte of the 
Cameron, W ;s , high and of Ca>ne 
Electrical School, Chicago. XII 
He 
is affiliated with the Metropolitan 
B nck Company, Bey.vmer, Pa. 
Ф 


biting Reunion 
For their 23rd 
annual 
reunion 
member« 
of 
the 
W hititif 
fani’h 
ga’liered a' the home of Mr 
and 
Mrs С. С Stump, Edenburg, W ed­ 
nesday. 
Bi^th dinner and supper were serv­ 
ed in the beautiful iawn 
of 
’he 
Stum p home 
There were 80 per- 
коП.ч present wiUi out-of-tow n r ih s’s 
from New 
Brigh*on 
Beaver F’alb 
Young-tow p. New В df rd and Ak- 
ГОП. 
Gam es and races w*-re provided 
for enter.ainm ent during the day 
Officers 
w»*re 
elect 
as 
foilow.s: 
Pre. .d nt I»aird W hiting; vicr* pres- 
■ 
ident P ‘jvl Rodgft s , secretary. Mrs 
77v т а л 
Vaughn, 
and 
treasurer 
I Freo M artin 
Reunion next '.ear will be held it 
the home of Mr, and Mrs Joe Kor­ 
nev. Waimo. 


{; 


Wf 


H’tn x x k Reunion 
lug on the lawn 
at the 
Mr 
and Mrs 
George T 
ner 
of 
the 
Butler 
road 
>f the W ar nock family and 


Slroussìiirshbergs 


Chiffon Prints 


TO OUTWIT 
SUMMER’S HEAT-WAVES! 


Tuned to fashion’s com­ 
motion 
over 
sheers — 
these lovely chiffons are 
cooling as an iced trappe 
on torrid summer days! 
Beautifully 
detailed 
on 
figure-flattering lines, the 
prints are delightful — in 
brilliantly 
colored 
bold 
patterns, neat flower de­ 
signs, dots and checks on 
grounds of black, 
roval 
blue, 
navy, 
wine, 
lime 
tree 
green 
and 
white. 
Jacket dresses and one- 
piece models appropriate 
for travel, and the most 
important 
summer 
day­ 
time occasion. Misses and 
women’s sizes. 
8.95 to 19.75 


5.00 


Black Taffeta 
Picture Hats 


You must have at least one picture 
hat, and we suggest a beautiful 
broad-brimmed black taffeta to 
put nr.sterious shadows in your 
e\es . . . to complete the effec­ 
tiveness of your airy chiftons. 
Three models in crisp black-as- 
night taffeta. 


JOLLY SEXTE1TE CLUB 
HAS FAREWELL PARTY 


AMERICAS FINEST! 
Haviland 
China 


Mad** in N e w Oa«ti« bv 
the Shenanxo Pottery Co. 


53-Piece Service 
Beautiful 
Rosalinde Pattern 


Only ^ 3 9 ^ * * 


M a n y o th e r lo v e ly p a t t e r n » on 
d is p la y a t G e r e o n ’». S ee th e m ! 


EASY PAYMENTS! 


Jack Gerson 


YOUR JEWELER. 


Washington »t MilL 


H ew C astle. Fa. 


NOLMHURST 
• m 
Ffitnirivio.i Atm»« 
S«w оя4 Hot*I Untm 
h 
ATLANTIC CITY, N. J. 


* 
3 
D A | L Y 
* 
3 
SPECIAL WEEKLY 
INCLUDING ALL MEALS 
lATWftO FROU н е т F ill PARKING 
(kDMiti tee 
в. v. ты », ttm. 


E V E R T 
W A V E 
G U A R A N T E E D ! 


B E S T 
OF 
M A T E R IA L S ! 
U S E D ! 


Our Regu­ 
lar $5.00 
Machinetes» 


Wave in Oil 


G u aran teed 
on 
all 
te x tu r e» 
of 
h a i r 
Including 
g r a y 
aud 
white. 
C om plete 
w ith 
sh am p oo, 
trim , 
h a ir etyle and 
J 2 . 7 5 
co iffu re net ...................... W » e e » ar 


O T H E R W A V E S 
f l 25 to $10.00 


Eleanor’ s Beauty Shop 


A bove J ean Froc*. 
112 Eaat W a sh in g to n St. 
Open E v en in g » . 
F hon» 9056. 


rela red iflmJb'-s sttendod th^ W ar- 
nork reunion on Wednesdav after­ 
noon and evening 
A picnic dinner 
wa.s served under the tree* at fix- 
thirty. 
Officers were re-elected a 
fol- 
Io w f 
President, George T 
Wein- 
g i: ? n» ! 
’. a e 
president 
(ieorge 
Kennedy; secretary. Mrs. Fred War - 
nock of Youngstown O , and tre a s ­ 
urer, John Bigler The 1940 reunion 
will be held on ?he la*? W ednesday 
of June at the sam e place 
# 
Sewing Circle 39 
Mrs 
Elvira DeFftlco opened her 
home on Friendship street, to mem­ 
ber.. of the Sewing Circle *39 Wed- 
r.e <iav 
evening 
( ’¿ub token 
was 
won by M an Mart one, and game 
prizes w ere aw «i dl'd to Ida Matri- j 
cardl. Ida Montozzi Mary Marcoz-j 
zi. Mary Mangiatordi. U bald a Cax- s 
alena. Elvira DeFftlco and Antoin­ 
ette De Lore nzo 
Lunch was »-served by the ho.-te.ss 
assisted 
by 
tiboldo Casalena a n d ; 
Ida Matricardi. 
July 13. Ls the date chasen by the 
group to have a picnic and chicken 
dinner at Cascade Park 


Enoch M ef'resry Reunion 
77ie annual reunion of the Enoch 
I McCrearv di 'Cendant,s was held at 
¡comm unity park in New W ilmington j 
I Tuesday evening, with upwards of 
j sixty gue t»s in attendance. 
At 6 o'clock, a delicious full course 
j tureen a inner m enu was enjoyed. * 
I and the hours preceding were de- 
j voted to reminiscing and a program 
| of entertainm ent. 
Following, clec- 
. tion oi officers occurred with E ver-j 
Ictte McCrearv being named presi­ 
dent; Mrs Ella Tidball, vice presi­ 
dent, and Mis J. R Preston, secre- 
! tary and treasurer. 
• 
It. W. A. Club Meeis 
Miss E dith Sera entertained the 
R. W. A club at her home on Mor­ 
ton street W ednesday evening. Sew­ 
ing and games were pastimes. The 
club token was won by Viola Sera 
Later plans were discussed for a 
picnic to be held on July 16 at an 
out of town park 
A tasty l u n ’h was served later by 
the hostess, assisted by her sister, 
Viola Sera. 
On July 13 Angeline Geminiani, 
of M orton street, will receive the 
group. 
______ 


Daughters Of Union 
D aughters of Union Veterans will 
have a special meeting on Friday at 
1 o’clock in the Modern W oodm en’s 
Hall on East W ashington St. 


To Have Tureen Dinner 
Members oi the Priscilla club will 
have their tureen dinner th b eve­ 
ning at 7 o clock a t Cascade Paik. 


jo.,- Sextette cl ib mem bers h o n ­ 
ored Mins B ertha Staeb* r at lhe*r j 
Wee?.*\sday tv en m g session. 
MC> • 
Eaih-nn Rarnse> was hostess at her 
um m cr home at Lakewood 
Miss i 
sta tb e r i> leaving with her parents j 
the firs* of July to take up resi­ 
dent** in P r ’.'burgh 
Inform al pastime*' including boat- 
ng 
swimming 
and dancing 
were 
enjoyed 
Tastv refreshm ents were 
wf*ved, a f t e r which the hororee was 
prf p: trd with a lovely gift, «urprl>e 
fashion, from the members 
A 
p*' ial g u ■ 
was M l ss »ally 
A-. - . Rodger 
f Birm inghim . Ala 


Ipw orth League Outing 
71.r 
Epworth 
League 
of 
the 
Italian Methodist church had 
an 
annual outing and picnic W ednes­ 
day 
evening a ’ 
Neshaiinock Falls 
with a splendid attendance, 
A tureen luncheon and refresh- I 
m en’s were served at 6.30 o clock 
which was «TCii’ly enjoyed. 
Fol­ 
low. nvr thus the league participated 
in a variation of sports and games 
which delighted and gratified each 
one 
Refreshment 
committee 
for 
the 
nt 
Misses Peggy De EuiiO. Elea- : 
nor 
Sylvester. 
M afalda 
Nocera. 
Sylvia Viggiano aud Mary (»iama- 
rlno 
Transportation 
committee: Miss 
Yolanda G iam arino Mrs F P Sul- 
moneui. Eugene Aleci. Guerlno Dc 
Eulio. 
. rotun .* ?c<’ 
Eugene Aleci, 
I/Yu is Iozzi. Alfred Giancola, 


Step Ahead Club 
Mrs Joseph Waggoner, of Vine St 
was. hoste&s to members of the Step 
Ahead 
club 
Wednesday 
e\em ng. 
Cards was the divTrsion. awards go­ 
ing to Mrs. 
Edith 
Shaffer. 
Mrs. 
Je.-s Wilson and Mrs. Carl Lockard. 
At a late hour the guests were 
served lunch seated around a p re t­ 
tily decorated table Mrs. John W ag­ 
goner. aided 
In two weeks the club will meet 
at the home of Mrs. Alice Douds, 
on Sou'h Ray street. 


R N. \V Club 
Mrs. A rthur Gallegar entertained 
members of the B 
N. W. club at 
the home of Mrs K enneth Owens, 
Homestead. Wednesday evening. 
Card winners were Mrs Roy S m ith 
and Mrs. George Meyers, who was 
a special guest 
Tasty refreshm ents 
were served and Mrs. O m ar G ienng 
assisted 
July 19 is the date of the next 
meeting to b^ in the form of a pic­ 
nic a: Cascade park, dinner being 
served at 6:30. 
SNACK SHOP 
DELICATESSEN 
16 S. Mercer 
Leslie Hotel Bldg. 
Open Evenings and Sunday» 
New Castle s Only Delicatessen Selling Ready Cooked Foods 
TO HOT TO COOK? 
B I Y --------- 
READY COOKED HADDOCK................... Th 3 5 C 
( J u s t H « st and E a t ) 
PORK OR BEEF PIES ....................................................each 2 0 c 
CHICKEN P I E S ............................................................each 3Qc 
Other Varieties of Cooked Food?*, Lunch Meat*. Pastry, Salads, etc. 


I .irtr Bar B -Q 
BUNS. . 2 doz. 25c 


Small Site Swift’s 
Wieners n. 17'/2c 


Wafer Sliced I<*an 
Boiled Ham ib. 35c 


CITY 
Chickens each 5c 


Veal, Beef, Pork, Ground for 
MEAT LOAF 2 1.39c 


Armour** Star 10 to 12-lb. Average 
HAMS. . . ib 24c 


Armour’s Star 6-lb. Average 
CALLAS. . ib 17c 
Short Shank. Cellophane Wrapped 


Sliced B acon 
tt> 1 9 c 


Bologna in Piece. Ib 121C 
Creamery Butter .Ib 2 4 c 


Ham H o ck s .................Ib 10 c 


Bread . 2 l«e. loaves 1 5 c 


Veal Shoul. Steak, lb 1 8 c 
SUOSIO’ S 
HOME TOWN MARKET 
705 Butler Avr. 
Phonr 5900 


Permanent W ave.....................$1.00 
Nu-Oil Wave ............................. $2.50 
Keratin Oil W ave.....................$2.85 


\ permanent of lustrous beauty that leaves the hair soft and easy 
to manage. 
COTTON BEAUTY SALON 


Open Tuesday. Thursday Evening» 


Corner Mill and Washington Sts. 
Phone 9020. 
202 Woods Bldg. 


DALE'S BEAUTY SHOP 
A s6 50 Machineless 
Permanent Wave 


A special purchase of nationally advertised machineit'ss ena­ 
bles us to give this sensational special. 
We are not allowed to 
a d v e r ti s e the brand, but you will recognize this popular wave. 
While the supply lasts, $1.95. 


. 9 5 


COMPLETE 


G uaranteed 


Cool! 
Comfortable! 
No Wires! 
No Electricity! 
No Machinery! 


$3.50 
Croqulgnolc 
Permanent 
*1 
. 0 0 
Shampoo, 
Finger Wave, 
Prim 
............ 
4 0 


’26 East Washington St. 
Phone 910 
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The Parent 
Problem 


By Garry G Myers, Ph. D. 


Toonerville Folks 
BY FONTAINE FOX 


• • ♦ 
“ WlSECRACKER” WORTLE WAS PRESENT WHEN THE DW ARF WAS 
^ 
FORCED TO LAND HIS MODEL PLANE ON THE 
BASEBALL FIELD 


Under Our (hen 


, \ THE bank of (he Beaver River near West Pittsburg, a sig- 
f 
t hinc 
happcnine i<>da-.. 
\ modern power plant, 


quipped with eve 


111 
can produce, i 


people. 
While the plant 
nia Power Company, 
citizens of New Castl< 
plant, the heart of ai 
the western countic 


device the wizardry of modern engineers 
tormallv dedicated to the service of the 


ill serve the entire area of the Pennsylva- 
it is t 
matter of particular pride to the 
and Lawrence County. 
It is our power 
industry whose arteries stretch out over 
serving industries and tanns and homes. 
Power to turn the giant wheels of the heavy industries, 
cunent to 15- lit the bed lamp in the sick room, power to run 
the hetvv cranes or operate milady's hair curler; power, <>6,000 
volts 
of it hurling 
itself out along the wires, hurrying to the 
vp.it where it is needed to do the work that is at hand. 
The construction of the plant in Lawrence C o u n ty is a 
gesture of more than good will u p o n the part of the Pennsyl­ 
vania Power Company. 
It implies confidence in the community, 
faith in the future, and courage to spend a vast amount ot 
money at a time when capital is shy and retiring. 
The power plant means work to many. 
Engineers and 
electricians and laborers, miners who dig the coal, railroaders 
who transport it. 
The plant is a steam operated one, and lays 
forever the theory that power cannot be generated as cheaply 
by steam as it can he generated by water power. 
Through the 
modem developments of the use of c o a l, the steam generated 
method is the cheaper, particularly in an area as rich in coal 


deposit! as is this. 
All of us are proud of the new power plant. 
All of us 
want to extend our gratitude and appreciation for its being 
constructed here. 
In the absence of the opportunity for every 
citizen to present his thanks in person, this newspaper, serving 
the citizens of this county, wishes to do it for them. 
To W en­ 
dell L. Wdlkie, president of the Commonwealth and Southern 
Corporation, to W alter Sammis, president of the Pennsylvania 
Power Company and to Louis B. Round, vice president and gen­ 
eral manager of the Pennsylvania Power Company, and to the 
directors, we would say “ Thank you”. 
At the same time we 
stand firm in the belief that the faith of the company in the 
community is not misplaced, and that we shall prosper together. 


T he young child tends to th in k of 
God in term s of a hum an being. He 
asks such questions as. ‘W here does 
God live?” ‘ W hat does He eat and 
w ear?" 
“Does He go 
to 
bed 
at 
n ig h t?” 
“How did He m ake tables 
and stoves and snakes and boars?” 
“W hat did He m ake first?” 
“W hy 
can't I h ear and see H im ?” 
‘‘W hat 
does He do w ith all the money peo- 
! pie give to H im ?” 
The child’s 
ideas 
about 
God 
change as he 
grows 
older. 
But 
adults differ widely in th eir concept 
of God. To one ad u lt God is a p er­ 
son w ith eyes. ears, nose and the 
like; to another, law ; to a th ird , the 
spirit of love; and to a fourth, a set 
of ideas. 
“It m ay be said w ith some tru th ,” 
observes P resid en t Edna D ean B ak- 
; er, of the N ational College of Edu- 
, cation, “th a t no m an has gone so 
i fa r in search a fter God th a t he can 
! afford to be dogm atic 
about 
th e 
concept at w hich he has arrived.” 
How you 
answ er 
your 
child's 
questions about God will, of course, 
depend on your own concept of Him. 
W hen in doubt, you m ight do well to 
seek th e advice of your sp iritu al a d ­ 
viser—preacher, priest or rabbi. 
By all m eans you are going to give 
the child an answ er. President B ak­ 
er tells how a certain school teacher 
I replied to a six-year-old boy, p u t­ 
ting her ideas 
into 
language 
he 
could un d erstan d : “God Is a spirit; 
we cannot see him . 
God is like the 
air; we feel it but do not see it. God 
is like w arm th; we feel it but do not 
see it. 
God is like love: we feel it 
t but cannot see it or hear it or touch 
it. 
We som etim es say of God th a t 
He is love because of all the beauty 
and goodness in our world. 
God 
has not one abiding place because 
He is sp irit; He is everyw here at the 
sam e tim e.” 
—B IT IN N*W CASTLE— 


♦ ♦ ♦ ♦ ♦ ♦♦ ♦ 
♦ — ♦ » ♦ ♦ ♦ • • ♦« 4 
: 
The World j 


♦ 
AND THB 
* 


What’s What At A Glance 


No Enthusiasm For New Spending 
Congress Skeptical Ot New Flan 
President Would Guarantee Return 


By CHARLES V STEW ART 
1 
C entral Press Colum nist 


W ASHINGTON, 
June 
29 
C on­ 
gressional com m ent seems to me 
considerably less th an enthusiastic 
relative to President Rcosevelt 
plan 
for the federal guaranteeing, up to 
nearly four billions, of self-liquidat­ 
ing 
investm ents 
in 
im provem ^n * 
projects 
throughoiR 
the 
United 
States. 
I t ’s agreed th a t an im ­ 
provem ent. 
which 
ultim ately 
will 
pav for itself and yieid dividends 
while doing so, is all right 
The 
question th at's raised is, “Will m any 
such projects do th a t? ” 
T here are 
pRnt.y of congressional skeptics, to 
judge from w hat they say. 
For instance: 
Toll roads? 
It s quite generally 
conceded th at they 
cught 
to 
be 
profitabR* in the east, where th ere s 
lots cf traffic. 
But way out west, 
where traffic 1«; skim py? 
If the 
western roads prove to be losers the 
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By FRANK R. KENT 
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Next Step” ? 
W ashington. Ju n e 29. 
It is pretty well established th a t 
the new 
four-biU ion-dollar-spend- 
ing-lending plan of the P resident 
ca st't h on«s will have to bear 'their 
">»r<ped out and sold to him by 
share of th e lew. 
On an average, 
" h a t are som etim es referred to as 
will there be anv m argin of profit? 
’he jitterb u g 
economise, o. 
f , 
New Deal who are realty running 
Would-be farm ers. who want to 
„vr._r 
a 
* 
r -i 
buy farm s? 
Som e of them , th rifty 
rh* ’oorm ousG exp ...i_ 
chaps, will do well, but others will ^atior; r>f 
so-caned I ?m porary 
go brcke 
How will they average * Economic Com m ittee, 
up? 
Localities that want to build court 
houses and city hall«? 
T h r se edi­ 
fices are nice to have 
bu- the;, re 
not 
dividend-paying 
N either are 
hospitals and w aterw orks and sew­ 
ers. 
They're fin^ to have, but ere 
they sejf-iiquidating?—except in the 
very long run? 
The Latin Am erican governm ents, 
already in d efau lt on their obliga­ 
tions? 
Well, they airead 1 


Among ‘h^m are several gentle­ 
m en 
who 
fundam entally 
believe 
th a t nothing can be done to restore 
private business to health, th a t it is 
not w orth while to try, th a t a gen­ 
eral read ju stm en t of the A m erican 
economic system is necessary. T h a t 
is w hat thev are trying to do. 
T h at 
is the doctrine in w hich they believe 
and 
which 
is 
behind 
the 
prop­ 
aganda they have been directing. 
tio n s; 
air,ea(!u a r^ T" I t is true they are not clear as to 
defau.t 
Does that m ake them loox exactly 
w hat 
readjustm ents 
are 
like good financial risks? 


HINTS AND DINTS 


SUBMARINE SAFETY 
V entilating system s of subm arines in the U nited S tates Navy are 
due for an overhauling as one sequel to th e Squalus disaster. 
Pending 
the ultim ate salvage of the subm ersible and an opportunity to get at 
facts, the testim ony of its com m ander, L ieu ten an t N aquin, and of H arold 
C. Preble, civilian naval architect, before th e naval board of inquiry 
points to the necessity ©f changes in the air induction equipm ent in the 
interest of safety. 
T he com m ander, testifying th a t th e ventilating equipm ent could 
prove “fatally defective in tim e of w ar,” through the ru p tu re by a depth 
bomb of any one of four pipes, recom m ended “autom atic, instantaneous 
snap actio n ” equipm ent for sh u ttin g out th e w ater. 
The architect said he did not consider th e present type of air 
induction valve efficient. 
W hatever m ay be th e facts disclosed when 
th e subm arine at last has been brought to th e surface, the Navy's duty 
will be to rem ove the last passible item of danger in th e operation of 
its undersea craft. 


WALKERS ALSO IGNORE THE RULES 
Im proved highw ay safety depends as m uch upon pedestrians as 
upon m otorists. 
T his is show n by the gTeat num ber of traffic accidents 
in which w alkers figure. 
Last year th ree out of five persons killed in 
Highway accidents in A m erican cities were pedestrians. 
Figures gathered by the N ational S afety Council show’ th a t m ost of 
those killed were not children, but were a t least of high school age; 
that m ost of the fatalities occurred a t n ig h t, and th a t m ost of the vic­ 
tims had been com m itting som e obviously unsafe act, such as crossing 
streets against the lights. 
To set up better safeguards against pedestrian accidents on th e 
highway, it is suggested th a t the pedestrian be given the sam e a tten - 
:ion and protection that the m otorist gets. 
U nderpasses, walk signals, 
raffic islands, for instance, should be provided. 
T here should be side­ 
walks bordering ru ral roads. 
E ducation and enforcem ent, w hich have 
iad beneficial results w hen applied to drivers, should be extended to 
:he pedestrian problem as well. 
M otorists and w alkers w ith m utual re- 
-pect for traffic laws and hum an safety are m uch less likely to involve 


hem selves in highw ay accidents. 


l lie Human Side Of The Stews 


(By EDWIN C. HILL) 


C opyright 1939 K ing fe a tu r e » S yndicate. Inc. 
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THREE GREAT ONES 


I th in k every 
red-blooded 
m an 
living at th e tim e of C hristy M ath- 
ew son’s d eath will rem em ber the a c ­ 
tual grief he experienced ever tin t 
sad event. 
He will rem em ber the 
I gam e fight the great ath lete put up 
at S aran ac to defeat the tuberculo­ 
sis germ ; how it seemed for a while 
th a t he had defeated it. but in the 
night, as it were, all his efforts be­ 
cam e in vain and he passed awav. 
T here are m any stories told about 
this great bast ball pitcher th a t be.ir 
repeating and one in particular, be­ 
cause it concerns tw o o th er rem ark ­ 
able ba.eball players—P itcher M ar- 
quard and S hortstcp W agner. M ar- 
quard was a very great gentlem an. 
< P erhaps th a t is why he w as dubbed 
“R ube”.) He never addressed a m an 
by his first nam e u n til he became 
very w t II acquainted w ith him . 
I t 
was always “Mr. th is” or "M r. th a r", 
so when he becam e a m em ber of the 
New York N ational League Ba^ebail 
team and w as called upon to m axe 
his first appearance as a pitcher, 
he walked over to the players’ bench 
to w here C hristy M athew son sat 
and said: ‘ Mr. M athew son. I u n d er­ 
stan d th a t ycu keep a record th at 
shows the strength and w eakness of 
the various players who have raced 
: you.” 
“Yes.” said M athew son, "I have 
such a record.” 
“W ould 
you 
care 
enough. 
Mr. 
M athew son. to give m e a line on the 
P ittsburgh batters th a t are to face 
me this aftern o o n ?” 
“C ertainly,” 
replied 
M athew son 
And so. M athew son. taking the score 
card, indicated on it just where the 
stren g th and weakness of each b at­ 
ter lay. 
“B ut you said nothing about M r. 
W agner.” said M arquard. 
“No,” said M athew’son, “Mr. W ag­ 
ner has no weakness, he hits them 
‘high, low and w ide’. 
My advice to 
you Is if th e gam e is close and you 
find yourself pitching to W agnrtr 
w ith a m an on second, th a t you pass 
him and try your luck with th e next 
j b atter.” 
“T hank ycu. Mr. M athew son. I 
will see w hat I can do.” 
The gafne progressed, 
and 
sure 
enough, it was a close one. 
M ar­ 
quard was a great pitcher and hr 
was holding the P ittsburgh team 
very well, but a P ittsburgh b atter 
reached second and W agner was up. 
C hristy sitting on the bench was 
curious to see was M arquard would 
do and sure enough “C hief” Wilson 
stood wide of the plate and three 
wide balls w -re throw n to him bv 
M arquard. C hristy smiled and said: 
I "W ell, he took my advice all right.* 
j In the m eantim e. W agner realizing 
th a t M arquard intended to pass him , 
j.seemed to be sittin g on his bai 
W ith 
a 
fo u rth 
pitch, Mathew.son 
I saw* W agner’s bat come out from 
¡.behind life a flash an d —Bingo! the 
j ball streaked out over sceond base 
and th e ru n n er scored. 
T hat was 
all 
The side was properly retired 
afte r th at, 
but 
M arquard 
walked 
I in to the bench 
with 
a 
curious 
sheepish grin en his face and b* fore 
M athew son could say a word, said: 
Honestly, Mr. M athew son. that was 
a wild pitch, but how did M r W ae- 
ner get his bat out so quickly?” 
C hristy sm iled and said: “I told 
vou he had no w eakness ” 
—HI Y IN NEW CASTEE— 


Sun sets to n ig h t 7:35. Sun rises 
tom orrow 4:31. 


I 
Philadelphia w ants both the Dem - 
I ocratic and 
R epublican 
N ational 
i conventions 
next 
year. 
P erhaps 
I holding th e conventions in the City 
of B rotherly Love, where real A m er­ 
icanism got it’s first s ta rt will be a 
grand place to hold them . 


j 
Several women were discussing th e 
ideal husband in a beauty shoppe 
I th e o th er day and th e owner of the 
; place Is convinced th at 
th e 
ideal 
husband m ust be the one who re- 
i m ains unconscious of the fact th a t 
his wife is growing stouter. 


David — O ur 
teacher 
certainly 
! looks out for me. 
| 
M other—How do you know*? 
D avid—I went to sleep this a fte r­ 
noon and she said she'd whip any 
kid who waked me up. 


G reed will h a rp anybody s judge­ 
m ent. 


In a M ichigan c.t y, green boards 
are 
replacing 
the 
old-fashioned 
blackboard. 
It is claim ed that those 
! interested in H>orts can see their 
athletic lessons 
better 
on 
green 
th a n on black. We always did think 
blaek a bad color to stan d in front 
of when we tried to w rite th e les­ 
son on th e board and th e rest of the 
kids were looking on grinning. 


Mrs. 
D uff—A ren’t 
these 
eggs 
ra th e r sm all today? 
Schm onsky—Y esm ; but the farm - 
! er who sells me my eggs had to 
start to town early this m orning 
and took theqi out of the nests too 
soon, 


| 
“W hen are you going to quit driv­ 
ing from the back sea t?” an angry I 
j local husband asked his wife a few 
i nights ago. 
“W’hen you quit cook- 
, lng from th e dining room table,” j 
j she answ ered. 


We like to live th e simple 
life ; 
luxuriously. 


j 
T he surgeon who sewed up his in ­ 
strum ents inside a patient has nofh- ' 
ing on a N orth C arolina autom obile 
I m echanic who left his w rench in- 
| side a tire he repaired. 


I 
Codpiece —They tell m e Dr. L an- j 
j cett has a good practice now. 
Crabshaw’—Yes; it so large th a t 
when people have nothing the m at- 
i ter w ith them he can afford to tell 
| them so. 


j 
T he 
question 
is 
not 
whet her j 
D em ocrats can find an o th er satis- 
1 factory 
candidate, 
but 
w hether i 
I Roosevelt can find one who pleases ; 
him . 
___ 
| 
The country is still pretty safe if 
¡th e re 's nothing to scare us except I 
w hat a w aiter overhears in a rich 
; m an's club in New York. 


of her h u sb an d ’s death to her lig h t­ 
ly. “D on’t scare her to death, now ,” 
they adm onished. 
So the gentlem an selected for the 
ad errai.d wended his way to the 
Sm ith hom e and knocked upon the 
door. 
W hen 
Mrs. 
Sm ith 
finally 
answ ered the sum m ons, the visitor 
said: 
“Is 
this 
where 
W’ldow 
Sm ith 
lives?” 
“I 
am 
Mrs. 
S m ith ” 
said 
the 
lady, “but I am not a widow.” 
And 
the, 
caller 
said 
sim ply: 
“W hat'll yuh bet?” 


A little boy asked his dad “W hat 
is bankruptcy?” 
“B ankruptcy, my 
.son. is where you put all your money 
in your hip pocket and give your 
c reditors your coat.” 


A nother 
“drifters.” 
they come 
clogged. 


nam e 
for 
tram ps 
is 
They drift along until 
to a riffle and then get 


George 
I thought you were going 
to bring me a chicken for my S u n ­ 
day dinner. 
Nick—I did intend to, but it got 
well. 


The ex-kaiser of G erm any don’t 
think H ithT will get very far. 
He 
ought to have a very good idea as 
he tried to run the world once. 


G i m n I Ta*<<* 


U 8 Patent Q t t . f 


Previous 
tuuup 
tu0 years ago. spv dese: ved international reputation for 
T i l P rosecuted by the D epartm ent i being wide open for such atten tio n . 
[J u s tic e averaged 35 per year. In O ur boundaries are long, our ports 


»38. this 
¡re V 
now 
Talkii 


ed m 
: any 
the D epartm ent and 
a state oí coni- ¡ 
these are the 


id there 
000 cases a year, 
ig about spies enjo 
te word h as indut 
orrns th a n almo> 
ie language. 
But 
Justice I** still in 
irative calm , and 
cords of a routine report 
T here is no sensati n-m ongering 
the simple sta te m e n t th a t powers 
ho don't like th e cut of our jib are 
•tire th eir tc rm iT " to work on 
f underpinnings of oui dcfei sf 
u n ary an d in d u strial. 
We have a < 


re m any, our safeguards, even now, 
of above lax in com parison w ith the rigid 
or w ri’- barriers and 
inspections of every 
ion,since other country in the world. 
T here 
*e Dram- are 
still 
innum erable 
devices 
by 
other in which spies m ay be introduced here 
ecrets purloined and sen t out. 


An 
announcem ent 
by 
A ttorney- 
General 
M urphy 
current 
at 
this 
w riting is th at J. Edgar Hoover, d i­ 
rector of the Federal B ureau cf In - 
vestigation. is taking over th e cour.- 
ter-esp:onage of the D p a rm e n t of 
Justice. T h at, of course w culd have 
fConU antd On Fag« F ive) 


i Bible Thought : 
! F or T o d a y i 
I 4 


And God shall wipe aw ay all tears 
frcm th eir eyes; and there shall o p 
I no m ore death, n eith er sorrow, nor 
crying, neither shall there be any 
m ore pain; for the form er things 
are passed aw ay.—Rev 21:14. 
—Rl'Y IN NEW CASTLE— 
He -T h ere are tw o periods in a 
m a n s life w hen he doesn’t u n d er­ 
stan d a woman. 
S hr 
W hen are they? 
Hr 
Before 
he 
is 
m arried 
and 
1 after he is m arried. 


T he housewife in Dixie kreps a 
; clear conscience 
w ith less effort. 
i D irt doesn’t sham e her when every­ 
body knows it’s the servants’ fault. 


W hen a woman 
finally 
gets 
a 
house in which tlm rc is a breakfast 
room, she decides it is so nice that, j 
I she serves all the m eals in it. 
It Is 
| easier and there is always room for 
i one more in a pinch. 


You w on’t ever g< t started if you 
| wait for conditions to !>’ ju st right. 


TO D A Y ’S STORYETTE 
“T he 
police 
say 
breaking 
bad 
news to women Is no easy job. 
How | 
docs a w om an take bad new s?” 
T he above is a news hunch some | 
| of the feature w riters have scribbled | 
about, which rem inds us of an i n - ; 
stance 
w'hen 
a 
m an 
was 
found 
drowned in the river. 
Those who 
rescued 
the 
body 
recognized 
the 
| victim as M ilton Sm ith and told 
one ol 
the 
m<sn 
to 
r o 
to 
Mrs. 
S m ith 's house and break the news 


^ 
t *!1 


B y F r n n c i n e W a r k r l 


Vast night «t a bridge party a 
husband and wife had a l>piral 
quarrel oxer their playing And the 
wife's woman « hum made the fatal 
mistake of jumping into it. Loyalty 
to the tearful victim. Inspired her 
to remind 
the 
husband 
that 
hi* 
abuse was chronic and that he owed 
the whole assembly an apology. Now 
comes the usual sequel: Ihe wife'» 
champion 
has 
just 
wept 
on 
my 
shoulder because that wronged lady 
snubbed her this morning when they 
met at the drug store. 
“It is just one of old Dame Na­ 
ture’s feminine 
inconsistencies,” 
I 
explained, soothingly. A man comes 
heme drunk and while he Is beating 
his drudging wife with a broomstick, 
the neighbor in the tenement below 
comes to the rescue with a club ap­ 
plied to the brute’s skull. Then the 
victimised wife knocks out the good 
Samaritan with her rolling-pin. ‘The 
Colonel’. Lady and Judy O'Grady 
are sisters under the skin,’ ” 


Drar Miss Market— A very good 
friend of mine i.i going on a trip 
abroad. 
Should I send her a gift? 
T. D. 
Answer—Of course, there is no 
obligation on your part to do so But 
it is a very nice thought I 
Many 
people send to their friends such 
bon-voyage gifts as fruit, candy, 
flowers or books, any of which would 
surely be welcome Gifts of this sort 
are usually sent to the stPtm shlp on 
which the voyage is to be made. 


Watkins Syndic»tr Distributors 


Mtss Market will promptly mail 
per anal a n m e rt t> questions from 
any reader inclosing a self-addressed 
thrce-cent stamped envelope. 


I 
A little girl had been sitting op­ 
posite a guest with a waxed m us­ 
tache. 
A fter gazing a t him for sev­ 
eral m inutes, >he exclaim ed: 
“My 
kitty has smellers, too.” 


It looks as if President Roose­ 
velt will find out before he runs 
again rh a t he is not w anted for a 
third term . 


G RO UNDHOG JEALOUSIES! 
L ancaster 
county, 
Pennsylvania 
claim s to be the original hom e of 
the groundhog and they even have 
a society to 
uphold 
th a t 
claim. 
W hen the Punxsutaw ney delegates 
came to the R otary conference in 
this city, they had arm bands w ith 
groundhogs on them , badges with 
groundhogs on them and ev n the 
I m atches they carried were in cases 
engraved "Punxsutaw ney, the home 
of the groundhog ' 
We have a good 
■ fnend in L ancaster who is a great 
groundhog rooter. B. F. G roff. 
We 
I sent him the 
Punxsutaw ney 
stuff 
and he forw arded it to the ground­ 
hog 
president, George W. Honsel, 
Jr., president 
of 
the 
Slum bering 
G round Hog Lodge, Q uarrvville, Pa. 
T he president wrote our friend the 
following: 
i 
Rcfering to yours of recent date 
with enclosures, the Punxsutaw ney 
outfit insist upon antagonizing our 
lodge and are ever expressing con- 
tem ptous reflections on our work, 
aspirations and functionings as if 
they had a monopoly of G round Hog 
knowledge. As a m atter of fact they 
know not w hat they do. the while 
they persist in doing som ething. 
For instance they meet annually 
to feast on the flesh of the anim al, 
they pretend to glorify, while 
we 
| aim ro perpetuate the specie they 
j would annihilate it. 
They not only 
I eat ground hogs 
but 
they 
brag 
* about their 
capacity 
to 
consum e 
great numb* rs. 
From the days of D aniel and Jeie- 
! mi ah to the present, no true disci- 
plrs have ever exhibited canabalistic 
taste to dine upon 
the 
Prophets 
they pretend to worship. 
We have offered to enlighten the 
Punxsutaw ney fellows but they pre­ 
fer to rem ain in blissful ignorance, 
i T here’s none so blind as those who 
will not see. so deaf as thas*> who 
will not hear. 
The world is overflowing w ith p-o- 
ply of this kind and the tragedy is. 
they think they know. 


If is declared by an authority th at 
there «»rr more a n id* nts in Jim 
| than in any other m onth of the year 
! and most of them are 
caused 
by 
autom obiles 
G et ready now to be 
safe in July. 


A vufe and two daughters can 
take a good bite out of any income. 


First W asp- W here Is your son 
Ignacius? 
I don’t see him around 
these days. 
S c ( O lid W asp — H aven't yob 
heard? 
He burst 
a 
blood vessel 
trying to sting a rhinoceros. 


A nother discouraging tiling Is th at 
some of us look a lot older th an we 
feel. 


- . 
. 
, 
. 
. 
. . 
____ 
needed, and th a t they differ am ong 
A private banker asked for an ex- , h 
j 
tQ how f0 m ake them 
tension of credit. Is pretty inquLsi- Hîem sen ^ J s ; } n 
J A T G ■I T 
five. 
Will the U. S. governm ent b* 
Present 
is tm o r: or l€S" ,a 
adequately 
so? 
W on’t 
unreliable com prom ise 
Several schem es a d - 
folk like me, i l l u s t r a t i v e l y , be able v*nced 
and 
discussed 
been 
to get ourselves underw ritten by U n- toned down, m odm ed and amend? d 
cle Sam . w ithout m uch investira- 80 a? 
ftvoid a too violer:t reaction 
tion?—and then die or otherw ise 
disappear, leaving nothing but a fi­ 
nancial vacuum behind? 
( apitoi Hill Skeptical 
These are th e queries I hear put 
en Capitol Hill. 
The 
Republicans 
are 
the 
most 
outspoken 
doubters, 
of 
course 
T hfy're unanim ous. 
A nti-N ew Deal 
D em ocrats 
(like 
Senators 
Byrd. 
G lass 
Bailey. Clark and Tydings) 
are equally stand pa tterish. 
But there also arc quite a few 
sem i-anti-N ew Deal D em ocrats who 
have their com punctions 
not quotable 


from 
th e 
country 
and 
m ake 
it 
reasonably 
palatable 
to Coneress. 
The radical advisors of the P rr.-i- 
den*. however, do not profess to oe 
satisfied. 
It. by no m eans, go»"- as 
far as they w ant to go—or, intend 
to go. 


Journalistic 
reflectors 
of 
their 
thought are unanim ous in asserting 
th a t “other steps” are in contem ­ 
pla non. 
One recognized spokesm an 
goes so far as to describe this four- 
billion proposal by which the Gov- 
T hey’re ernm ent is to become the great in- 
Y e t' evervbodv knows vestm ent banker of the nation as 
which side they’re on. 
In the last "really 
a very modest 
program , 
analysis how th ey ’ll vote is prob- Privately, no secret is marie th a t 
lom atic but thev're no safe betting there is a distinct political strategy 
for the New Deal. 
back of it. th a t it has been tim ed 
And there are ultra-Progressives to prom ote w hat, at any rate, will 
who dissent from some detail« of seem 
greater business 
activity in 
the 
Roosevelt 
lending 
program , th e pre-convention and pre-election 
S enator Johnson of C alifornia, for period. 
one. can be gam bled on to oppose 
This it is argued, is Essential to 
lo.tns to defaulting A m erican gov­ 
ernm ents. 
He has a law against it 
—a particularly pet law to him . 
“Pros” and “Antis” 
Anti-New Deal D em ccrats are as 
sore as the Republicans are at the 
presidential introduction of the seir- 
Iiquidating issue at the present m o­ 
m ent. 
The 
D em ocratic 
“a n tis ’ 
reckon 
th a t it was shot in a t the last m m - 


the New Deal cause and the th ird - 
term boom, w hich has begun to sag. 
Congress is decidedly sour on the 
new plan and is not expected to 
accept it as a whole. 
It wrill be 
pruned down and restrictions im ­ 
posed. but the A dm inistration spon­ 
sors are confident th a t, before the 
adjournm ent, part of the plan will 
have 
been authorized. 
T his 
will 
suit th eir book very well. 
For the 
UtÂ 
n4 T 
î tha*r* r » a i done fcU ure to really to v ig o r.te business 
deliberately. 
The Republicans think so, too. 
The idea is th at the thing won't 
have had tim e to fizzle by early 
1940. th a t it will look good then, 
and th a t it will m ake a cleanup in 
November, regardless of the future 
T h a t’s what the Republican.- are know, 
afraid of. They have had. in W ash­ 
ington. w hat was known as "The 


or reduce unem ploym ent they then 
can blam e a congress w hich would 
not give the President all he asked. 
In the m eantim e t^iey can prepare 
the “next step.” w hatever it is. 
At 
this 
tim e 
these 
w izards 
of 
the 
W hite 
House 
them selves 
do 
not 


The sure thing I« tha* in 
Capitol Daily”, which has just pep- in other ways, they are 
this 
busv 
and 


ped. 
“Lack cf working capita. 
:t 
announces, "forces tem porary su s­ 
pension, 
M eanwhile 
helpful 
sug­ 
gestions from subscribers 
will 
be 
gratefully recieved 
The Dem ocrats, in short, appeal 
to the anti-New Deal Republicans. 
—B l’Y IN NEW CASTLE— 
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1 1 morrow- 
In Women, 
-Pornographie 
Humor 


erybodv is afraid ol som ething 
w om an who bosses a big be­ 
speaks very softly to her cook. 


T he well trained husband dot's the 
fam ily shopping from a list care­ 
fully compiled by his wife and buys 
notiiing not on the list. 


The voice of the people is the one 
saying to the C. I. O. and the A. 
F. of L.: 
“We are part of America, 
too." 


It is claim ed th at a 
person 
is 
known by the luggage* he carries 
T here m ust be 
some 
pretty 
bum 
persons If th at is true. 


We shouldn’t sneer a t “rice-C hris- 
tia n s” m C hina who believe only 
while th« 
free rice lasts. 
Lock at 
our rice-D em ocrats. 


Exposure of th a t m urder»for-in- 
iau ran ce ring Will h u rt the insurance 
j business or make a lot of husbands 
j s ta rt talking sweet again. 


Just Folks • 
4 
J 
B? EDGAR A O lE S T 


4 
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M MMFR COTTAGE Jl NK 
All w inter long she's hoarded things 
Lamps, m attresses, com m odes and 
springs; 
A crate of books, old garden ho.se. 
The w ofth of which nobodv know« 
And now 
(ycu know how 
women 
are) 
She bids me load it on the car. 


Gaze on the pile of litter saved: 
A glass at which her fath er shaved. 
Oval in shape, w ith gilded fram e: 
T hree puzzles and a lotto game. 
A glass m ound for extracting juice. 
All saved for sum m er cottage use 


A 
sm all 
aquarium , 
stained 
and 
cracked 
She tells me m ust be safely packed 
And th e re ’s a clock that doesn’t run. 
The one a rat fie ticket won; 
All ancient, worn and useless stu ff 
Still 
!or th e cottage 
good en o u g h ’ 


But who, I ask you all. am I 
Her whim s with reason to defy. 
Too many years I ve argued thus 
“W hy load this rubbish on the bus*1 
Only to face a chilling pause, 
And have her answ er 
me 
“Be­ 
en use” 
So once again the stuff 1 pack 
G lad th a t it isn’t coming back. 
Bl Y IN NEW CASTLE— 


creasing the weigh» and power of 
th e G overnm ent over private busi­ 
ness, increasing the Federal con­ 
trol over credit 
more com pletely, 
extending the Federal function into 
th e investm ent and banking field 
in a way th a t eventually will m ean 
G overnm ent dom ination or ow ner­ 
ship on an am azing scale. 
Coup.ed 
w ith the Mead bill, backed by the 
A dm inistration, for G overnm ent in­ 
surance of bank loans to sm all busi­ 
nessm en this latest procrr m seems 
the most direct assault on the sys­ 
tem th at has been m ade 


It is a straight stride tow ard a 
Socialistic state, w here all credit 
will be controlled by the G overn­ 
m ent, all business, big and little, 
will 
lean 
upon 
the 
G overnm ent, 
States 
and 
m unicipalities 
be 
so 
heavily obligated to the G overn­ 
m ent and so m any persons su p p o rt­ 
ed by the G overnm ent th a t indi- 
(Continued On 
F ir») 
- B l Y IN NEW t VsTl E — 
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Hints On Etiquette 


♦ • 4 
♦ 
♦ 
?♦ 
. » . 4 


Very Ill-bred is the person who 
talks In a loud voice, dom inating th e 
conversation, and giving no Ohe else 
a chance to express him self 
— Bl Y IN NI W t YSTI » - 
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4 
Words Of Wisdom 


N othing can be truly great w hich 
'is not right.—Johnson, 


1 What Noted • 
X 
CN 
t 
• People S a y ; 


( i nt ern it Iona! 
SifX'iC4) 
PARIS— Prem ier 
Edouard 
D ala- 
dser hint» of approaching \xa: 
"It may be this sum m er th at the 
issue between those who des're the 
Pacific collaboration of nations and 
the attem p t at dom ination of some 
of these peoples will be jo in e d ' 


ALBANY, N. Y -Gov 
Lloyd C. 
S tark of M issouri calls his fellow 
governors to war on crim e: 
“T he nation's crim e bill represents 
a severe loss to this country at a tim e 
when we are straining every 
re­ 
source to bring about recovery 


NEW YORK 
Miss K ath t yn Lew is, 
Jo h n LAs daughter, finds liberalism 
forging ahead in South America 
“I have to take my hat oil to the 
D em on a tic forces in South Am erica 
for th eir am azing persistence ' 


W ASHINGTON 
Rep 
C harles 
Eaton criticizes A m erican an d B rit­ 
ish diplom acy in the F a r East 
“The attitu d e w inch we have been 
m aintaining 
tow ard 
Ja p a n 
and 
which England is m aintaining ’> a 
repulsive m ixture of cow ardice, cu- 
• pidity and stupidity.” 
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Do You Remember? 


Compiled And Presented For Publication In The News By 
Old Timer’s Day Association 


Sc -een Newcomer 


MORE LAKLV SETTLERS 
hr fust s u r e m New Castle 
<d by Joseph Townsend, 
built a loc cabin on the noi 


Nc 
fcr a 


the vicini' 
thence 
e 
street to 1 
r of 
New 


Ezekiel 
Sankey, 
Sr., 
father of 
Ezekiel and David Sankey. was per­ 
haps the first permanent settler 
withm the limits of Union township. 
His ancestors came from W arring­ 
ton. 
m 
Lancashire, England, and 
settled In Potters township, Mifflin 
county, Pa. where his father died 
in 1794. So( n thereafter he bought 
a farm at the mouth of Sankey’s 
run at the Harbor bridge in the 
year 1800. 
A few of the redskins 
¿till remained, and abandoned wig- 
mams, made of pole and bark, were 
numerous. 
The territory of Union 
township was then in Mercer ccun- 
tv, and Mr. Sankey was the first 
sheriff of Mercer county elected by 
the people—William Byers, the first 
sheriff, having been appointed by 
the governor in 1803. 


Jesse Du Shane, father of Joseph 
T Du Shane, came from the state 
of Delaware in 1802. 
When Du 
Shane settled in New Castle th°re 
were but four cabins between the 
Shenango and Neshannock rivers, 
and these belonged to J C Stewart, 
Joseph Townsend. Jr William Mun- 
nell and John Watson. 


killed one day under the following 
circumstances: it seems he had been 
o 
Thomas 
Hendrickson's 
distil- 
ery. situated near where Mahoning- 
town now stands, and was returning 
with a cart and yoke of oxen, hav­ 
ing among other things, a barrel of 
whiskey in his cart. 
On the wav 
back the oxen became frightened 
and ran away, upsetting the cart 
and throwing Wilson out. and the 
barrel of whiskey falling upon him 
killed him instantly. 


In 1803-4 John C. Stewart was 
engaged in various enterprises. He. 
with others, as early as 1803-4. erect­ 
ed a grist and saw mill on the Ne- 
shanncck. near Devil’s Elbow, and 
about 1810-11, in company with one 
Wilkins, changed his grist mill into 
a forge for the 
manufacture 
of 
hammered iron, it being the first 
grist mill for the manufacture of 
iron in western Pennsylvania. 


Thomas Falls, an early settler, 
came here with his parents. Henry 
and Susan Falls, in 1804. 
His fa­ 
rther located cn the tract of “dona­ 
tion lands'* lot No. 1951. 
At that 
time there were only three or four 
log cabins where the busy city of 
New Castle stands. 
Thomas, the 
son, started a tannery in 1815 which 
grew and prospered. 
In 1830 he 
built the third brick dwelling in 
New Cattle which is still standing 
cn the corner of Falls street, facing 
Highland avenue, and is said to be 
the oldest brick house in New Cas­ 
tle today. 
Mrs. Sara Dana Falls 
Davis is the great-granddaughter of 
Henry Falls. 


iV 


John Wilson 
came here pre 
!y settler who 
1803. built a 
aw’s hill near 
William H. Shaw’s г 
: 
He was accident; 


ш 
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Help krep baby’s skin 
delightfully clean and sweet. 
Care for hrni regularly with 
(U nC U R A 
SOAP and 
OINTMENT 


ft 
I 


Closing Out 


Entire Stock of 
Armstrong 
Tires and Tubes 


l ’r!::s Cut One-Half 


A4 Tubes $1.00 


Easv Terms 
ùuttet 


7 East W ashington St. 


Henry Jordan was on*' of the Ger­ 
man soldiers hired by George III of 
England to help defeat the Ameri­ 
can cclonftts in the Revolutionary 
war. 
Soon after arriving in Amer­ 
ica. Jordan deserted 
the English 
army 
and 
joined 
the 
American 
forces, having become convinced of 
the justice of the American cause. 
He served with the American army 
until the close of the war. He then 
settled in York county in the east­ 
ern part cf the state. About 1803 he 
came to wrhat 
is now 
Lawrence 
county and settled in Washington 
township. Four of his sons, Henry. 
George. Daniel and John were sol­ 
diers in the war of 1812, the latter 
dying in the service near Erie in 
in 1813. 
There are many descend­ 
ants in city and county: The late 
Dr. Charles G. Jordan, who served 
as secretary of agriculture of Penn­ 
sylvania: the late George S. M cFir- 
3and. county commissioner of Law­ 
rence county; the late David G. 
Ramsey, member of council of the 
city of 
New Castle, 
were 
great 
grandsons. 
Ira M. Ramsey, sen ot 
David G. Rarmey. former treasurer 
of the city of New Castle, and R. L. 
Hildebrand, fcrmer judge of Law­ 
rence county, are great-great-grand- 
sons. 
(Contiued Tomorrow) 


More Comfort Wearing 
FALSE TEETH 


H e re 
1s a p le a s a n t w a y 
to o v er- 
crmi*. loose p la te tl.s c o rn to rt. 
F A S - j 
T R K T H . a n improved p o w d e r sprink­ 
led on u p p e r a n d lower p la te s h o ld s 
th e m f ir m e r s o t h a t th e y feel m o re 
com fortable. 
No gummy, gooev. p a s ­ 
ty 
t a s t e 
o r 
feeling 
I t s 
a lk a lin e 
< n o n - a c id ) . 
D o es n o t so u r. 
C h e e k s 
“ p la to odor** (denttire b r e a t h ) . 
Get 
1'A S T E E T H to d a v a t a n y d r u g sto re . 


ж 
Ш 


Hi 


H 
’Ht «* щ 


' щ v dÉk 
Brenda Joyce 


Keep this young lady in mind fot 
she is among the latest newcom­ 
ers in Hollywood to make good 
She is Brenda .Joyce and she has 
a hit role in “The Rams Came/* 


The Great 
Game Of 
Politics 


(Continued F ro m Pag* F o u r) 


vidual independence and initiative 
will 
be 
wholly 
lost. 
A 
few 
more 
steps 
and 
the 
condition 
predicted 
more 
than 
a hundred 
years ago by the great French writ­ 
er, de Toqueville. when we will ail 
be sheep and the Government the 
shepherd, will have arrived. It does 
seem that no one could examine 
what has happened in the last six 
years, consider that one-sixth of 
the population is now supported by 
Government money and analyze the 
pending 
Administration 
proposal« 
without agreeing that it is no ex­ 
aggeration to say the President's 
advisors move us in thus direction 


When 


Looking for 
Better 
Used Cars 
Visit the 


LAWRENCE 
AUTO SALES CO. 
Itl Snath M erc« H 
Phone 4*0# 


Electric !4-H. P. 
MOTORS 


GUARANTEED 


Large 
selection 
of 
General 
Electric, 
W estinghouse. 
S u n ­ 
light, Emerson motors suita­ 
ble 
for 
washing 
m achines, 
grinders 
and 
small 
m ach in ­ 
ery, 
Onlv 
$ 0 .9 5 
S /L 95 
and 
4 
3 


107 E i S T LONG AVE. 


DEAN 
PENN 
MOTOR OIL 
Ac 
PLUS ГАС 
DEAN PHIPPS 
AUTO STORES 
New Г »»tie 
fît! 
1**1 
W a i h t n p n 
M. 


CH ILD REN ’S 
SHOES 


All Sizes 
»f.»s 


White, P a te n t 


Straps and Oxfords 


McGOUN’S 


“Good Shoes” 


Probably the most unique touch 
was given by Mrs. Roosevelt in her 
column. “My Day.“ Two days after 
the four-billion proposal was re­ 
vealed. she wrote as follow’s: “I 
wish that in considering loans to 
small business, we could also con­ 
sider some agency of the Govern­ 
ment which would lend small sumo 
to individuals on a character basis. 
I am constantly coming across sit­ 
uations where, in order to get a 
new start, a person needs anywhere 
from $50 to $500.” That apparently 
would throw the Treasury doors 
wide open to ar.vone who wanted 
a little money. They wouldn’t need 
collateral at all. 
All they needed 
: would be “character.” 
One can 
imagine the rush. 
One can also 
imagine the power of those able 
thus to dish out the public funds in 
“character loans.“ 
Perhaps it is 
the “next step.” 
At any rate, it 
isn’t much queerer than some of 
the others and it w’ould justify old 
de Toqueville to the limit. 
—Bi V IN NFAV CASTLE— 
The Titanic ,was sunk on her 
maiden voyage from Southampton. 
England, to New York, on April 15, 
1912, as a result of a collision with 
an iceberg. There were 2.223 passen­ 
gers and crew’ on board, and of 
these 832 passengers and 685 crew 
were lost; 706 were saved. 


Don’t Be Tortured 
With Your Feet 
Don’t let sore, aching, tender feet 
make you “grouchy” and ill tem ­ 
pered. 
Wash them with San-Cura Medi­ 
cated Soap and then rub in well 
soothing, cooling, healing San-Cura 
Ointment when you retire tonight. 
The soreness and aching disap­ 
pear and you'll feel like dancing 
for joy tomorrow. 
Antiseptic San- 
Cura, 35c and 60c. 
Soap 25c. 
At 
Eckerd's and all Drug Stores. 


Cay Printed Batiste 
Gowns 
Pajam as 


• Stripes 
• Small Figures 
• Floral Patterns 


Dress right for the holidays and summer vacation time. 
Pen- 
neys low prices and assured quality make your dollars go further. 
LOOK! 
SHOP! 
SAVE! 


4 
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EVERYTHING 
YOU NEED FOR 
CAMP OR COTTAGE 


81x99 Duro 


С! V i V F 
T 
C 
fil ЖЯ JCi Кл JL Э 


5 0 с 


Bleached, hem- 
Tied, ready for 
ite. 


The prettiest, sheerest, loveliest 
prints imaginable! They’re trim ­ 
med with white fringe, bright 
piping, 
good 
looking 
covered 
buttons! 
And they come in all 
the very latest styles! 
They’re 
priced 
remarkably low! 
You'd 
better buy yours now ! 


PILLOW CASES 


42x36 


Belle file 
Brand 
8 * 


Rayon Taffeta 
Shadow Panel 


S L IP S 


A BARGAIN! 37 


Tailored or daintily trimmed 
with lace! 
All have shadow 
panels and adjustable straps. 
They're well made, serviceable, 
cool for summer! 


Blankets 


Indian Design 


$ | 1 9 


6 6 x 8 0 
Bright 
Colors 
Cushions 


Awning Stripe 


Women’s Rayon 


w% a U 
T T V 
C 
a A 
l l JL J U C i 9 
10c 


Dainty, yet serviceable! 
W’ell 
tailored of sheer knitted rayon 
—they're comfortably cool for 
summer! 
Real values. 


Gay. 
bright 
stripes 
of 
heavy 
awning 
material. 
For rough 
iLsage. 
A bargain! 
25« 


LUNCH CLOTHS 34c 


Pure Silk Sheer or Semi-Sheer 
Full Fashioned Hose 
A Bargain in Beauty 


T he co lo rs you w ant for sum m er in P ean cy s 
first quality hose. 
Y o u ’ll 
love 
th eir 
film y 
sheerness. 


Another Pen n r y 
bargain! Part lin­ 
en in r o l o r e d 
grounds with gay 
plaids 
and 
bor­ 
ders. 
Nicely fin­ 
ished’ 
52 inches 
square. 


A Grand Chance to 
SAVE! 
Marquisettes 


5 « 


The 
smart 
marquisettes 
and 
novelty nets you usually find 
at a much higher price. 
New 
weaves, dots and color«! 


ш at He é 
г НГ 
f i 
«Y * 


— 
x t t 
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Phantom Net 
Tailored Panels 


С 


S m a r t 
s u m m e r y 
weaves in a soft, nat­ 
ural shade. 
W’ith a 
3-inch 
bottom 
hem. 
35-inches 
by 
2 
1-6 
yards. 


Remarkable Values! 
Swimaways 


• Maillot Styles! 


• Newest Colors! 


• Cotton Lined! 


I * 4 9 


Fast color cotton prints with the 
popular shirred elastic stitching. 
Others 
in 
solid 
colors of all 
wool 
and “ Lastex.” 
All are 
neatly cotton lined throughout! 
Made w’ith adjustable straps— 
ever so snug and comfortable! 


•Reg. U. S. Pat. Off. 


Men's A ll W ool Tru n ks 


INC LUDES BELT— BUILT-IN SU PPO RT 


Pure virgin wool swim trunk' in the wanted col­ 


ors. Sturdily constructed for long service. 
7 9 e 


SPORT TOGS FOR THE 4th 


G irls' Slacks 


¡jlaytm 
4^ 


No 
im re 
practical 
playtime 
garmrnt You’ll 
like these 
JllM te 
at only 
.............. 


Women’s 
S la ck Suits 


Shirts, Slacks 


Br i. 
»lor • d d*1 rt A A 
a 
cloth ensembles. 
A real bargain .......... 
w 


S m a r t a i l s 


Misses', Women's 


Bright playtime over­ 
alls in gay 
vacation colors .......... 


Boys’ 
Sport Shirts 


25 


Men's Polos 
49* 


Cool kr.uteri sport 
Polos in pastel and 
dark sh a d e s................. 


Men’s In and Outer 


Sport Shirts 


98е 


A vacation time must. 
Short sleeve model in 
cool fabrics ................. 


Men'sSlacks 


98* 


Sanforized wash pants 
in a variety of attrac­ 
tive patterns .............. 


C otun slipover-- in 
д 
г а 
white and pla.n col- 
m m V 
ors! 
Buv several .... 


Boys' Slacks 


Sanforized 
fabrics. AtuscttTS 
patterns. 
Jus' 'he 
# I |% q 
thing for playtime 
wear 
63 


See the D EEPER 


Beautyrest Mattress 


with the 10-year 
guarantee 
R O B I N S 


Cool, Comfortable 
Sport ‘Koeds’ 


89c 


NEISNER’S 


u 
99 
HEAR 
Good News 


ON THE AIR 


Every Week Day 
Afternoon 12:40 
W K S T 


Sponsored by 
New Castle Mutual 
Building & Loan Assn. 


The Human 
Side Of 
The News 


By EDW IN C. HILL 


(Continued From Pag* Fonr) 


b^en advantageous a long time ago, 
but even so, the newvs is reassuring 
Past performance on the part of Mr. 
Hoover and his aides would indi­ 
cate that the country won’t be quite 
as safe for snoopers as it used to be. 
Congress also has been jolted into 
action by the mounting index of spy 
activity. Legislation Is being readied 
to deal sentences of frrm five to ten 
years to convicted spies, with fines 
up to $10.000. 
For proven sabotage, 
there will be a maximum sentence 
of 20 years. 
The senate naval affairs commit­ 
tee, laying the groundwork for the 
bill, finds disquieting “evidence of 
espionage, not only in Hawaii. Puer­ 
to Rico, the Canal Zone and on the 
Pacific coast, but also cn the Atlan­ 
tic coast and in the Gulf »states as 
well." 
The intelligence service of 
the army is cooperating. By all ac­ 
counts. the government Is beginning 
to shake a leg without being harried 
into action by such Dublic jitters as 
usually stirs spy hunts. 
• 
* 
* 
Considering that the government 
is now' tossing about $1.500,000.000 
into 
defense 
expenditures, 
it 
is 
scarcely necessary to argue that a 
reasonable amount of this money 
should be spent to make sure that 
the whole program won’t be ham ­ 
strung by a few furtive intruders 
with cameras and sharp pencils. 
In fact, although we inrind to 
keep our shirt on and let this job 


go “throuR+i channels", there’s no 
reason why Uncle Sam shouldn’t br 
a lot mere grim-visaged on this job 
than has been his habit. 
He ha« 
been mighty casual about such busi- 
nes- in the past—except in wartime. 
And that is a reminder that a long 
stretch of peacetime years should be 
the open season fcr spies and for 
developing defenses against them. 
We were amateurs 
in 
counter­ 
espionage when we went into the 
World War. The period was a car­ 
nival of foolishness and scare-mon- 
grring and whispering and wild­ 
eyed romancing. 
An elderly spin­ 
ster. a librarian, cut in Ohio was set 
upon by r squad of federal detec­ 
tives when she hung her petticoat 
on the line in the back yard. 
She 
was supposed to be signaling to Ger­ 
mans. 
Out in Omaha, an innocent 
old professor of botany was shoved 
around a lot and almost went to Jail 
because he had a defective light 
bulb in his study which flickered 


when anyone walked overhead 
the stories ran. alnr ?t every day. 
W id'\spr,ad public knowledge that 
; the government has this spy busi- 
ness in hand, that the G-men arc 
¡on the job and that in times cf 
peace we had prepared for war 
i would have prevented a great deal 
j of this official and private nervo- 
1 twittering. 
It was so in England, 
which, incidentally, did a magnifi­ 
cent job on counter-espionage, in a 
quiet, workmanlike way. 
England did not encourage am a­ 
teurs in spy-chasing. 
We did 
it 
om' stage of the war, with results 
sometimes ludicrous and sometimes 
critically endangering honest citi­ 
zens 
It really Isn’t work for am.i- 
teurs. 
News that the prcfessionals 
i are at last diligently on the job is 
reassuring. It is a critail of national 
preparedness as important as th? 
; biggest guns 
We will realize that 
I when and if war comf.* 
—B1Y IN NEW C ASTI F — 


3c F C Black cf W v ren, О : arri at R 
o’clock bv Rev Thomas McKee, of 
West Newton. Fa 
Lunch will be 
served at noon in the church 


PRINCETON STATION NOTES 
Mrs. Kenneth Voght and daugh­ 
ter. Shirley, left Sunday for Akron. 
O.. where they will be joined by her 
husband and expect to go to Chi­ 
cago. 
Mr. and Mrs Ray Parish and sen 
Junior, Mrs. G. R. St it 1er. M' s. Ir­ 
win Stevenson and Howard Forbes, 
motored to Pittsburgh. Friday eve­ 
ning where they attended church. 
Mr and Mrs. George Hohman ard 
children Dorothy. 
Sa-a 
Margaret. 
Paul and Mary Virginia 
of 
near 
Plaingrovc vis ted her sister, 
and Mrs. J. Howard Forbes 
family, Sunday 
Mr and Mrs Stanley Rhodw 


Mr. 
and 


and 


daughter 
Ruth, left Monday for 
their home in San Deigo. California, 
after visiting relatives ard friends 
in this vicinity for several weeks. 
Mr. and Mrs. Ray Parish and son 
Junior, spent Monday evening with 
Mr. and Mrs. Homer Holly and fam­ 
ily of the Harbor. 
Mrs Lida Wright, Mr and Mrs. 
Worth Kerr and 
children 
Lloyd. 
Donald and Ruth, of near McCaslin 
visited Mr. and Mrs. D. F. Henry 
and daughter. 
Jennie, 
of 
Worth 
;ownship. Wednesday. Mr. and Mrs. 
Robert Myers of Portersville, Mr. 
and Mrs Howard Forbes and daugh­ 
ter. Beverly Jane. R A. Mitchell, of 
Moundsville. 
Mr 
and Mrs. R. F 
Henry and family 
of 
Princeton, 
Charles McKeough and daughter, 
June, of Ellwood City, visited in the 
same home recently. 


♦ * 


HELP 
KIDNEYS PASS 
3 LBS. A DAY 
Doctors ssy your kidntya contain 15 milr* 
of tiny tubes or tillers which help to p u n fy the 
blood ami keep you healthy. Most people pass 
about 3 pint* * d*y or about 3 pound* of w**t*. 
Frequent or scaoty passages with «marring 
and burning akowa there may Lie aomething 
wrong with your kidney* or bladder. 
An eirees of acids or poUoaa in your blood, 
when due to functional kidney disorders, may 
Lie the cause of nagging backache, rheumatie 
pains, leg pains, loss of pep and energy, get­ 
ting up 
night*, 
aa filing, 
puffinesa 
under 
the e\e«, headache* and di**inees. 
in’* 
40 


Princeton Station 


Don 
wait! A*k your drugpiat for P ^ an i 
Pills, used *uere*sfiiilv by millions for over 40 
years They give happy relief and will help the 
15 miles of kidney tube* flush out poisonous 
waste from your blood. G*t Doan * Pill*. 


COMMUNION SERVICE 
Communion service will 
bo 
ob­ 
served at the Oak Grove 
United 
Presbyterian church, Sunday morn­ 
ing at 10:30 o’clock, 
followed 
by 
Sunday school. 
Preparatory service Thursday eve­ 
ning at 8 o’clock. 
After the service 
a congregational meeting 
will 
be 
held to elect two elders. 
Y. P. C. U. 
Sunday evening at 7 o’clock Leader, 
Frances Brown. Rev. Paul W. Chap­ 
in, pastor. 


HOME COMING 
The Oak Grove U. P. church will 
hold a home coming day Sunday, 
July 16. for all former pastors, mem­ 
bers and friends. 
Service at 10 30 
o'clock In charge of the pastor. Rev 
Paul Chapin; at 2:30 oclock by Rev. 


ON AUTOS OR PERSONAL PROPERTY 
L O A N S to $ 3 0 0 


Unpaid balances refinanced to suit your In­ 
come at reasonable rates. 
Vou are charged 
only for the actual time used—3«, per month 
i»n balances under $100.00, and only 2 r«» per 
month on unpaid balances over $100 00. 


Loans are made 
and confidential 
up to 1H months 
pay 
We 
will 
ciali* your mquir 
no obligation to 
F R I E N D L Y 
S E R V I C E 


Corner 
W ashington and Jefferson 
Sts 
(•»07 Wallace Block.) 
New Castle, V a 
[Phone 1046 
J. F. PERELMAN 
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ORANGE HOME CHAPTER 
J. F. F. CLUB GUESTS 
U . B. C. CLASS HAS 
' 
■ ' 
' 
" 
~ 
~ 


DISTRICT MEET FRIDAY 
AT OHIO RESIDENCE 
PARK HAMBURG FRY T O D A Y — L A ST TIMEvS— “(JIR L A N D G A M B L E R ” A N D “ I ' N M A R R I E I ) 


avmue. YouDR.stown wa,s imstess at ! 
Christian church form 
'Wednesday evonm. 
to I ^ “ 
X dnU dV ^^dna 
^Oinbly. Rop,4-semat.vc.s will attrnd 
"'•'"'‘»«'r.s of the J. P. F. club, di.spensed 'with гтШпе Ьи.^!"“.;.," 


^ тЖ 
TV-^ С ^ 


Огамкс Н о т е Chapter, No. 1, of 
-Mi.ss Helen Cannon of Ravenwood 
ColleaRuc.s of the A B C class of 
Uc .tcrn Pcnn.-.vlvan.a. 
will 
meet avenue. Youns.stown wa.s h o stc v a t ' the Rnst ChrLsttan church fonned 
Ca.s- 
and 


from Youngstown. O.. Sharon. Ro- Tlie 
u&ual period of bridge 
held 
^ 
* "* ** 
oDsines.s to 
Chester. Pa . Beaver Fall-,. Ellwood 
Mrs. William J. Davis, and 
City. Butler and New Ca.stle. 
Mrs. Harold McCartney capturing 
A special program will be feat - , 
prizes. Mrs. Cecil Myers, carried 
ured. including a memorial service.' off the •‘ga¡loí)er.’’ 
Following busine.'vs fransactions. a 
Joseph 
Cannon a special 
.''Ocial for members and friends will Rtirst. received the hostess gift. 


g r o v e c i t y PARTY 
HONORS MRS. LESLIE 
MISS UNGAR HONORED 
BY D. D. G. CLUB GROUP 


be enjoyed. 


enjoy a ham burg fry. Haste.s.ses were 
Cilenna Goad and lAaverne Has.siin. 
A special guest was Mrs. Pearl Al­ 
bert. 
At 7. a tem pting menu was .served 
and aides were June Hunter, Mrs. 
! Albert and Mary Elizabeth Fond- 


Mrs. H enrietta Davis, president of “^^''ed oy the hostess and her m oth- 
the organization, will preside. 
‘ 


After pai taking of a tasty repast rick. 
Inform al pastimes were en- STARTING TOMORROW! SHE’S HERE! 


joyed, including swimming. 


‘ Mr.- 
r.Uf 
V 
r 
'■ 
n 
P.d.r:- 


R 
C» 
h * ‘ [if' o; Мгк'-ге Hve- 
îrndcicd ;1 
-ur- 
;'’0 Печ1;*У 
- it. rnoon 
w lien 
"-»nipnmrd 
a cr.-jp ot 
al 
‘о G : o \ r 
Citv 
u h cre 
thev 
I ’anr.rd r.y 
-, .M' nf? V. l’ h 
fr,r- 
lue; - 
Mr- Jo r H. itn ’an 


„ I j.Kii ..rri\;n^ 
wa.- 
d.-rovered 
4h:.I 
.4 grnup oi •*. 
II Poni Íii::í 
locality were 
!::r Nr-w 
C a-- 


V f quests a r m •' 
a ’ tdf' invita?!..n 
0Í Mr- 
Hartmar. 
v i'-, cî;îrrt^-ined 
V.) a mo.st picdsii'.^ ir-Ai.nf-r a: н dm - 
r.rr party honort’T her ir nher 
It 
Tnarkc-d her birthdci . a n n n c r Try. 
. w-ummcr iiowe?.- were- u.sr-i in pro- 
l u ’-;or tr:r,uchf);:r the Ьои;-с and a 


M.ss PYcda Ungar. bnde-eiect ol 
J lY. w as honored by the D D. G 
= rub asForiates W ednesday evening 
.. VV411W .-.viay tvruuiK 
,, 
----- 
-.w... 
»..V. 
w nrn 
thev 
met 
in the home of 
Pottery held a miscellan- 


Shower Hill 
, 
... — . 
-4 
. .... ....... j 
Mi.ss Frances Habib was pleasant- 
M cCartney on North Ash- ; 
Iv 
surprl-ed On Tuesday 
evening 
«vemip 
when 
a group of girls 
from 
the 


er, .Mrs. 
Cannon, plans were form ­ 
ulated lor their next meeting, on FIELD C l U R R R i n r r 
Thursday. July 13. to be with Mrs.! 
^ 
WEDNESDAY AFTERNOON 
land avenue. 


SlLV-O-LITE CLUB 
Kpil lern Houk ui Ellwood Cnv 
■’^howpr at ihp So il s o i Italy i 
A lovely gift wa.- pre.sented to the 
evening in her home. ■ 
>noree in behalf of the group as- 
Habib will become the bride i 
-rmbled 
In cent v-us featured Mr.N Michael 
Dcnimy oi 
Butler. 
Pa., and Mrs. 
William Coulter were pnze-w m ners. 


I 
M l' 
W alter Houk. 
MLS.S M artha Hendcr.son of Ell- 
vvuod was a special guest. 


Wedne.sday afternoon, members of 
^ 
Club enjoyed 
HONORS BIRTHDAY 
their 
.series 
of 
lunrheon- 
bridge iMiilles. wdien they met in the 
club hoiLse at I o’clock 
Mrs. E L, 


txYuquet ; v-ntfrt'-d the dining 
У icre я dilicjous menu w.a> .served 
у one -y. lork 
Th.e birYidav ¡dea 
Migvi-ted 
in 
all 
»he detail- 
-Mrs 
H artm an 
yjdrd 
bv ijcr 


MRS. LOUIS LEDDY 
N. C. T. CLUB HOSTESS 
.... Ф 


of FTank Rocco. on July 3 
Mrs. Ethel W agner was honored B ru n d ag 7 was hf^iesV in 
Dancing and games were the di- by 
a.s.sociates of 
the 
Silv-O-Lite i 
The sf^rvina uac f«ii 
7 k 
vrrsion.s. with 
prizes going to S u e , club 
at their W ednesday evening | riod of card nlavinJ 
wim L " ^’7 


the event m arking her birthday an- Mrs. S E I’attenscMi. 
A 
i 
, 
week.s. a similar event will 


qroup with a few accordion .solw, 
at her home o n ' ¿ 1 7 .sucel. '‘c i 'i f l I n i o u w H 
■ 
. . U 
''bJoycd a.s the main di-i 
________ 
Aifieda Habib, Elizabeth Owens and version and the winners were Mrs 
llmwir v t \ i i n 
anrf 
of ^ Mrs. 
Raymond Reed. 
Mr.s. Wag- 


Willinm Ceulter were pnze-w m ners 
D.'^Joseph and Lucy! 
I » nch 
wa.s a 
later pleasure, 
tlie 
A nother prize was captured 
^'•>?evs being aided bv her m other 
Victoria I^vies.s, 
| 
Ml ' 
W alter Houk 
’ 
Helen Bernal>ee favored the 


Jiu^band, Mr. H arîm an 
and 
t'ieir 
. 
I>ddy. of H ighland 
Miss 
R uth 
Llewellyn. 
Liberty ' ocxt regular niertmg. 
Mrs 
Ju 
¿on 
Jof Jr 
ppH M-- 
F l’a V'Yuncc 
openixi her home Wedne.-- .'"treet. was a charm ing hastess to Lichtemstme was a siYecial guest 
with the aftA in m n artw uie^ 
to members of the N. C. ' members of the A. D S. club, cm 
~ 
• 
" Many iovflv gifts were re rrn e d 
Vo K’ 
f k ^ 
Wednesday evemng. 
The gathering BIRTHDAY PARTY AT 
t y thp honorve as additional m e- 
^ ere in p ^ y : enjoyed music and games. 
Prizes' 
- 
^ 
A f u n o ir ia /c 


A. D. .4. (4uh 
R uth 
Llewellvn. 


Employce.H of 
the J 
c 
Penny 
ncr n.s..islcd with the .serving 
’ 
H'c home o( ! 
PlaiLs were made for a 
picnic 
,m t . 7 h " , 
" 
' 
tthich will take the place of the 1 ^ 1 ^ 1 1 » ,'’' ? '''' 
next regular mecttng. 
Mrs 
Judy ,=«nta .Monico, C a w l on lS.'n,r,Ja"v' 


t>v the honoiT-e as addm onal me- 
incntors of tlir day 
Atienditig fi:;m Nc\«,' Cfl-tle were 
Mrs 
Hazel Mn’h io o n . XLs 
Edith 
O rern. Mrs, Lucy Round я od М» - 
Ilf len Storta Ram.sev. 


Majors Reunion 
. Sund-T.VT July 2. the iifth annua’ 
reunion, 
the Majors familv. will 


with high .scores going to Mrs. Sol i " e re awr.rdf<l to .Mrs 
Jack G riffith, 
DavLs and *\trs. Elsie Staeber. 
.Mrs. Joseph 
Zumpella 
and 
Mrs' 
At a late hour, the hostess served 
Marie 
Felasco. 
delicious lunch assisted by her 
Featuring the event was a mi.^el- 
daughter:;. Lois and Dons 
* laneous .shower honoring Mrs. Jim 
This a.'-sembly m arked the end of 
Davis nee Muss Hazel Cullum 
De- 
the m eetings for the club until fa ll.: licious refreshm ents 


C. C. ANDREWS HOME 


^ - 
Ь е Т Л Г Ж 
Ж 


P ilts-I.^I> fr Reunion 
Annual Pitts-Leeper reunion 


Mns C C Andrews 123 Ea J G a r ­ 
field avenue, enterlained at an a f­ 
ternoon porch iJRity W ednrsdav .it 
were 
served 
f>ecasion lumorlng her 
•’'fin. William G 
Andrew... on 
f'js 


^ mnrning 
An inf rmal .social time wtu- en- 
^ loycd with games and mtbic 
A hnnkle .^h-iwcr was held and 
folliiwing, th™ hfjf tev: .served a tasty 
repa. t, Rs.’îLsted by .Mns. Arthur .Nc]- 
.'On. 


will 


Í during the course of the evening. V>fb hirthHav 
г.с к . 
v 
i During the iLsual busine,4.s meeting. m ^ v n m ^ ^ . L r S 
'•'’J 
nians were comnleteri for an m itm o r 
У , ‘ 
^ . 
pn»gram of 


-V. ’ 1 
at the home 
88. 
Ro«d. Route of L^wis Pitts, State Line road. Pet- 
j ersburg, O. 


EBCI 
T H E 
MANSION 
bogan Avenue. Toungetown 
F R 1 I) A ^ 
n i t e o n l y 
.Ml M ( OI- lE S T F n O A V A.VD TOD%V 
S T Y L E D BY 
BLUE BARRON 
AN D H IS 
tA .M O r s O R ('H E S T R A 


jovable, 
»pointment.' 
b»-ing 
f?inied out 
jn 
o 
’ 
' . 
keeping wi'h 
the 
birthdav 
rr t f 
Reynolds Reunion 
Mrs 
Andrews wa 
nde<l 
by 
M.. 
T he family of the late John G 
Alice ?- waIl and Mrs J sepn H-", .V 
Reynolds will have their 38lh anntiai 
A c Jecfir>r> r.f h- rd. .me j*if - W f 
reunion on July 4 at the home of ’«^n'ved by the gue-t .,f hcr.or 
Mr. and Mrs 
Jess Heckathorn of 
• 


Return from < onferenre 
The Rev. and Mrs Charles J Bur- 
'on 
Mrs. Thom:* 
J 
Evans, .Mrs 
I^wis H O lt and Mr.«« David Riley 
were visitor.s yesterdav at the Erie- 
H.-rrlsburg-Pift burgh 
urnmer ron- 
fererue 
at 
KLskiminetas 
Spring; 
•chool. S.'ilt.shurg Pa 


KUC 


New Wilmington, Route 2. 
ALUMNI GROUPS 
TO HAVE REUNION 


K ib h ig am s Club 


Wedr.r d 
n: uiii:.^- 
» 
8 f> 
пипЫгч 
r i 
К Vi. 
e n j .y .1 
Я 
b te a k î.;^ 
г. 
( . 
I’wrk 
f l-v- =* er • 
f n r 
a ; с 
î с а? 
• . 
к, , р 
д р 
,, ^ 
f .W 
**1 ÍO.Í 
oí M 
F'ií'i 
ijTttn- 
F .r d t 
J u .\ 
И 


Ш ЙФ1;{ТТ 
N EW C A S T l t PA 
FRIDAY — S.ATl RDAY 


.Alurnni Jani.Hiv r ’-.. s of 30 
have я reurjon dan e on Pridav eve­ 
ning ЯГ Cascade p: rk 
Tlie al.imni . ms,- - f June ifl i 
mvTted to attend 
Pi evident of *h. 
group. Charles Dely u- ш charge. 


lleatiHi Cirrlr to Meet 
Pri 
evei rg • e П. к ^ H Л .r 
C.T(,r 
.f the W .r'd-W lde f, 
J 
he f- 1 t B.^pMs’ Г«- jr-h w 
mr^» 
?ne h: * 
V Brtfv I я d, 
M<î 
W in’er nver t... u ?h Ггялсел Coo|t 
0-hv гегл 


ROYAL CAFE 


ae-28 Lone- A venue. 
N e w Caetle, Pa. 


ALL STAR ACTS 


Kealurlnr ,IOE RK H.%RDS and I>OI.I. RICH.ARDS, International 
Daner Team—Tap on Roller .«kates. .Aerobatle. B ow ery. 
.Also-JFAV FR.ANCIS—Soft Shoe Artist. 
DO.VT MISS TH IS A TTRA I TIOV. 


CO.MIXG DIREC T C LI B PADDOCK. W HLELIXG, W. V.A. 


“Code o( 
the Streets" 


•M. X. O. ( lub 
Mt,4- Bernice Reed entertained M 


Maii> .Merry Maiderwi 
TTie \*!e;,er ioa.-r to be 
d !и. 
vening ,_-t - r.f 5irb% bf-sfh fer 'Ь 


M'ih 
LITTLE T O I GH G l YS 
HARRY CAREY 
FRAXKIE T H O M \S 
P lu s 
BOB STEEI.E 
In 
‘TH E RED HO bp: 
NeMs — Shorts 


N 
О 
club members at her hr,me Mar.'. Merrv .M-,;d.-n,4 r;.,b « ч.ч ргг - 
on WTilppo .street Wednesday ev#»- poned 
a r l 
»e.ad 
the 
•*;.! 
ning. Speeial guenta were .Mrr’ M ar- 
' m ^ t a ith M Irm a Waggoner of 
jone Brown. 
Mrs. Lula Brown and ^’me sTfv«* on J Jv 12 
Mr.s Florence Woodward 
♦ 
Card 
game.s 
were 
enKned 
and 
Set tmn To Meet 
winners were Mr* Mae Eakm 
ai^d 
FridAv even.rig m em U 
rf «Vr- 
.Mns. Medina 
Colllas, who a l o won 'i-t' F of tiic Y. L В г.a. 
..f'lh e 
the galloper.^ prjre. 
Mrs. .Marjorie 
С P ciuirrL will have a 
Brown A4-Lyf«*d with the serving, 
j 
at Ca.scad,' ¡«^гк at *.• jO 
T7 re 
PiAii.s were m ade fc r я pirnir *o 
he н 
meeting f ‘ : '.\irur 
ake р?я(ц a t Ro« к SpNiing.s I’atk 
^e .serving 


( O.VIING! 
JACK MKNNY'S 
(iRA.M) HIT: 
‘MA.\ АИОГТ 
TDVV.N”— i r s m s HFST! 


ЯЮ CO nO ITIO nED 
C O O L 
ERLTHFUL - n o DRflFTS 


Julv 2 
Sihw rikerf Kruriiun 
Tlie ar.nuéîi 
.Sch"- 
»«**• 
r, 
т 
■í. hi Ы- ¡leld ,л the IdA*- ¡ -e Ih* • 
corne on Moravia stieet ex'-! ; FI- 
July 4 


PERIECTLY AIR-lOXDITIOXEI>—ALWAYS GOOD SHOWS 
CRESCENT 
REGENT 


aMATS. 


M.AHO.VÎNGTOWN 
8 Shows Daily—5:30. 7:30. 9:30 
Admission 
10c-25c 
25c 
EVES. 
30c 


NOW, FRIDAY, SATURDAY, 2 BIG HITS 2 
<* 


LAST SHOW ING TO N IG H T 
Robert Montifomer>' 
Rosalind Russell 


FAST AN D LOOSE” 
.Also 
“North of Shang:hai” 
with 
Bettv h'umess 


Happv Grmip <1ub 
.MÌ.S.S Teresa Scadilo v; hs h* л»е.ч> 
W'cdne.-day evenmg to шетЬег.-г uf 
thè Happv G roup club at ber ге.ч- 
den e OD Home .cireet 
Prize.s for high >ГОГР.- in .500 «ver,, 
aptured by Mr.s Ora e DiGiacomr. 
and 
Mr.« 
Joseph 
Bordonaro, Jr. 
The club tf ken waa uon bv Mrs 
AIcx Canfora. 
A dainfy lunch wa^.. sened bv «he ' 
,, .. 
* 
hn,sTps.4, a.v=lsted bv Marv Ellen Bor- i 
и L f RLAM l \W 
donano 
I 
HARRISBURC». June 29 - .Vum 
On Julv 13. thè group w !ll hav# a j ^‘t'ou.s prfv'.eeuiion.« « ere rerently m 
ipatre porry with .Mar>' ElJen Bor- 
bv thè agem.s of thè Bur 


I 
- 
w 
T heU .\u MeeU Trinìfht 
Tlu.s 
evening 
rnernbers 
of 
«he 
Fheta-Xu r¡.;b wiîî 
în "í-íule" 
; 
ai the home of Mr.s Roy E 
MrTJaffir 1лиге| avenue 


Students League 
In Service Tonight 


T -rig h f n* 7 30 O i IfkAe :n 'he C.^’- 
'«arv Gospel ТаЬегпаг;#- 
?he Snj- 
denu- l^eagtje of Магд Х а’юпд from 


■ lie lYavid .M moi.a! Bibl.- s hool «Г 
Hi bin .Sitio-., p -k 
N 
V 
uill be 
" á fl . i a .I..C« ie .t v ; e 
Ea i. .ill 
:>e ГДГ.М ' .r .b., 
" nor n a ‘;ve oo.^- 
-me 
ТГдтн are 1в vtudenU- in îhç 
‘"Ague 
— ВТ V IN NE vv Í v-n E - 
I \KM i M I ’LOVMLNT 


ployed on farm5 during May of this 
year, 
the 
Bureau 
of 
Agricultural 
Economu .s leported in June 15 This 
increase, of nearly 9 
waw.s slight­ 
ly inoi-e th an insual. It raised 'h e 
:arm empioymeni to^ai to 12,372,- 
imX) persons on June 1, compared 
HAFiRISBURCi 
June 
29 - .\fore 
1- 305.000 people est’jn a te d to 
■ hAt: a rniliicr 
wrukers were added 
been working on farm s a vear 
-o the total num ber of persons em - of^Flier. 


donaro as hosteiv 


Friday 
Lawrence County G arden. .Mrs В 
H. Kannenberg. W'llmington road 


TO.MORROW' and SATI RDAY 
The Hard.vs Ride High' 


eau of F’fKxl.s and Chemistry of the 
State 
r>*pflrtment 
of 
Agriculture 
against violRtons of the Ire Cream 
Ij«w Violations corisjsied oi the fol- 
............................... 
,wnu 
low 
in 
butterifit; 
low 
in 
N. Q.. Mrs. Paul Anz. Smithfield 
; 
.storing 
prxlut ts 
of 
one 
m anufacturer 
in 
rabm ets of 
a n ­ 
other; .storing ice cream pMxIuris m 
cabinets wliere othi r fcHxi products, 
likelv 
to 
eoiitarninate 
n e 
cream,' 
wer«* stored. 


Make the Victor Your Summer Resort—"It'.s the Coolest Spot in Town 


AIR-CONDinOXED 
STATE 


ON THE SOUTHSIDE 


TODAY ONLY 
“ THE LADY VANISHES” 


with 
Paul Lukas, M argaret lx>rk- 
wtiod, С ec il Parker 
Also 
“ BLOCK HEADS" 


with 
Stan Laurel. Oliver Hardy, 
Billy (iilbert, Patricia Lilla 


FRIDAY, SATFRIIAY 
“HOY FRIEND” 


•Street 
H i-IjO Bridge Mrs H erm an R< id- 
er. Hit/.el street 
.Mac-on Bridge, Mrs Claire Hald, 
Rose avenue 
U p-To-D ate picnic Ca.scade Park 
Junior Swing, Jean Turner. Ar- 
llngfon avenue. 
Whose Deal. Mrs Earl Wallover, 
Ea.' t Wa.shington .«treet, 
Meetemall. picnic. Lee.sburg. 


STARTING 
TOMORROW 
THE SHOWPLACE OF NEW CASTLE 


IF YOU Aftf НОЯМА1 Cr Hf А1ГЕ4У OTMIKWISI 
and WAH1 TO 
_ 
ф ш лС 


Patterson Reunion 
.Membens of the Ea.st Brook Pat- 
ter.son family will hold their annual 
reunion, Saturday at the New Wil­ 
mington Community Park 


and wAwt TO 
m 
R E D U C g 


NO ÉO»* • 


(A T E C H SR D 'S) 


" I f you throw up your h e a d and 
l e L m b e r to say. ‘I u'on t be 
s c a r e d ! ' - t h e n y o u 'r e not. 


DANCE 


e v e r y 
SUNDAY 
$2.50 Cleveland 
$1.25 Pittsburgh 


Round and S<|uart*. 
Ellhurst. Sat. .Nile 
.Mu.-ic lU 
CII.VS. BRICkiNER 
Adm. 7.5r Uoiirile W ith Tb kel. 
Round and Square. 
Every Satiirdav M te. 


And Susannoh 


rememborod... whon 


|th# redm #n sw ept 


dow n In v e n ge fu l 


raid ... and the man 


Iwho had taught her 


¡courage faced death! 


5 L ^ t e m p l e 


Goitif Sunday .Morning— 
Returning Sunday .Night 


r' о Pittsburgh & Lake Erie 
Railroad 


Phone .New Uaatle € 


F L O O R 
S H O W 
'Гоп ile and Friday 
SUSANNAH OF 


PARAMOUNT 


SE( O.ND BIG FE.VTURE PICTURE 


B U I ’S A W H IR IW IN D W ITH A 6 -G U N I 


I ^ C O I U M B I A . P I CTURE 


B O X E L L IO T T 
ТЯЕ LAW 
GOMSS TO 
TEXAS. 


LAST SHOW ING TODAY 
“Freshman Year” 
with 
Dixe Dunbar, William 
Lun- 
digan, Unnstance Moore, 
Ernest Truex, Stanley liughei 
and 
PRISO.N NURSE” 
with 
Henry W'iicoxun, .Marian 
Man»h, Ben Welden 


Al.oto 


to 


Uomedy and Shorts 


Coming Friday and Saturday 
“Huckleberry Fin n” 
and Three Good .Shortv 


201 
301=201 
3 0 a 


e—ALL-S'I AR AC T S —e 


Those 


Good Looking 
GLIDERS 


You See On Porches All 


Over Town Are 
TROY’S 


And- 


They Came From 


The J. R. Frew Co. 


Tha 
Orcat 
Fauat — direct 
from 
Club Paddock. 
Tha Oraat Diamond— from Caalno 
Rulaa. W. Y. city , 
Aiao, Lorralna Mayhua, Club Ttr- 
oll, Jaurax, Maalco. 
■ at 
tap. 
acrobatic, 
r.omady 
••nit 
balancing, Ruaalan and faat tap. 
Rhumba. 
Flnala with all ahowaj 
Marah MUlar and Hla Orchaatra. 
Flrat Show Starta at 10:00. 
MOUNTIES 


w i t h 


Dine Casino Dance 
321 ly Haahannock Ava. 
Tha Only D ow ntow n Hita Club. 


Special ! 


P E T E ' S T p l 
a 
c 
e 
5 (it. Oil Uhanrte 
.05 
*1 
Sealed Сапч. 


\ 


RANDOLPH SCOTT 
MARGARET LOCKWOOD 


(v; 


la*e D eluxe Tire.s. 
60'^^ Dliwnunt Sale Plan. 


Stop at The .Ат*#со Sign. 
121 S. Jefferson St. 


MARTIN GOOD RIDER 
J. Farrell MacDONALD 
MAURICE MOSCOVICH 
M O R O N I OLSEN 
V I C T O R J O R Y 
LESTER MATTHEWS 


A celebrated story 


a cost of thoU' 


sonds 
. a thrilling 


m o t i o n 
p i c t u r e t 


.4t 


Hurry! 
I.asl Time.s 
JU.VREZ" 
Paul Muni. Bette Da« is 
John Garfield 
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Tragic Error in 
Dark Costs Man 
GARDNER 
♦ 
* 


CEREMONIES TO 
MARK OPENING 
OF POWER PLANT 


Life At Monessen 


(Continued From Pajfe One) 


Man Mistake* Hi* Brother-In- 
Law For “ Prowler* 
And 
Fire* Fatal Shot 


(Internat if 
MONESSEN 
tragic error ] 
year-old Mich 
day. 
H t ж as .*h» 
la V 
Cha i 
ter the ií 


re) 


W 


wife had 
window . 
W h*1 cu 
recognize 
in 
the 


iced 
ook 


чаш 
itside 
10m 1 
ne out 


af- 


se cherry 
tree 
was 
badly 
m the .storm at G ardner on > 
d ,h f s ta r : 
IT* cherry crop is (rood 
“ C^ ° ner , U1 h , p,BVed and 
f , ’ a 
~ 
u the American flap raised over the j 
H.ompson, o f G a r d n c r li 
Then 
comes 
the 
formal 
a- :he h o m e o f ^ isd a u g h - P 
plant 
and Mrs. Frederick Gess- . 
wi)l < nt Ribbon 
i family, of Vermillion. O. 
AfJW< lhe main entrance of the | 
ind Mrs. Howard W alker, 01 
. 
t WRS pl&cpd a sjik ribbon, bar- 
r. Howard, J r . and H arriet. | ^ 
adm i.Nno„ until it was cut. The 
first oi the week to \isi* j cuttlng of tjie ribbon, thus signify- j 
ing the opening of plant and the : 
formal beginning of current genera- \ 
tion in this county was to be done 
by Wendell L. Willkie. president of 
the Commonwealth and Southern 
corporation. 
The ribbon cut. the guests and 
the hundreds of other people a t the 
plant were to ehter the plant and 


Mr. and Mrs. Thom as Espy, of East 
Palestine. O. 
Mr. and Mrs. 
Roy 
Shaffer, 
of 
G ardner, had as guests on Sunday. 
Mr. and Mrs. 
Robert 
Alexander. 
Mont Alexander and Mr, and Mrs. 
A rthur Alexander, all of Oh City. 
Mr. and Mrs. Harvey Zeigler, of 
the old Pittsburgh road, had a visit 


ted 
I-hc 
he did not 
) lives nearby. 
W estmoreland 


30, a se 
Rusnak. 
darkness. 
county police 
however, jailed him 
while they investigated the acci­ 
dent. 
Mrs Wasco said she had been in 
their Monessen home end happened 
to notice the “prowler” when Tie 
glanced out the window. 
Sh< 


a 
^ 
_ 
from a sister of Mrs. Zeigler last ^ 
for themselves just what horse 
Friday. Mrs. Odie Sm ith, and her 
steam 
generating 
electric 
daughter, Esther, of Massillon, O. 
j power piant looks like. 
Daniel Homner, of Ellwood C'Ay. j 
Guides For All 
Is spending a 
a s tu * l 
Inside the building guides were 
ner ir^nds- 
^ 
Bible 
Training ' stationed ready to explain the mys- 
dent 
Sc he 
from 
the 
at Sevierviile, 
Tenn. 


» ¡ r. I , 
• 
' 
V* V 
. . . * 
.............. ........... 
formed her husband who went out 
and grappled with the man. 
During the tussle. Wasco sAid. the 
gun went off and the “prowler' fled 
He .said he went back to the house, 
obtained a flashlight and about 100 
yards a wav found Rusnak s body. 
—at 1 IN NEW CASTLE— 
MESSAGE RECEIVED 
FROM MISSIONARIES 


and 
has been holding revival meetings 
near Harrisburg lor several weeks. 
—BUY IN NEW CASTLE— 


teries of the huge pieces of m achin­ 
ery. All the guides are employes of 
the Pennsylvania Power company, 
every ove of them fam iliar with the 


Revival Services 
Interesting Many 


workings of the entire plant. 
| 
The plant will be open to the pub- 
|lie all afternoon and at 6:45 tonight 
I the testim onial dinner to the Penn­ 
sylvania Power company takes place 
in the Cathedral. 
The dinner re­ 
verses the order of things from the 
afternoon. This afternoon the pow 
i er company turns into service a 
magnificent power plant. 
Tonight 
the citizens of the community take 


In a message received by Mr. and 
Mrs. W S. Collins of 411 Epworih 
street, they learn that their daucn- 
тет. Mrs. Frederick A. Sm ith, mis­ 
sionary to Colombia. South America, 
is bedfast with a slight attack of 
m alaria fever. 
According 
to 
the 
word received, the illness is not se­ 
rious but Mrs. Sm ith xs ill have to 
rem ain in bed for several days. 
Also in the message received. *he 
new arrival of Rev. and Mrs. Sm ith, 
Helen Olive, is doing very well and 
is gaining weight. 
Messages from 
their friends will be welcomed by 
the couple who may be addressed as 


G reat interest is being shown dur­ 
ing the second week of revical ^cr\- 
ir^c v the Gospel Mission on Croton . c*.v 
---- ---- —- ------- 
«T-W - 
EvanprUit Helen D. Wilson I hold of things and show the execu- 
i in rh a ’rTe and last night spoke on , tives and employed personnel of the 
• the subject “W here Did You Los? ■ company w hat they think of the 
Him ?” 
Special numbers in song | company, 
! were riven bv Rev. Wilson. Mildred ; 
The crowd which will attend the 
Brew it and Mrs. Petkias of Sharon, dinner will approxim ate 1500. 
In 
There will be meetings each eve- addition to the people from New 
I rin g 
ending 
Saturday 
evening. 1 Castle tnere will be visitors iron 
Delegations from surrounding cities New 
York. Pittsburgh. Cleveland, 
have been attending. 
• and other places. 
Not alone thilitj 
j men but leaders of industries of all 
kinds. 
n u r IN NEW CASTI I — 


LEESTDALE BARBER 
PLANS T O WALK T O 
NEW YORK'S FAIR 


follows: Rev. Frederick A 
Smit 
Apartado 12, D epartm ent oí Caldas. 
Armenia, Colombia. South America. 


To Start Promptly 
It is hoped to have the dinner to­ 
night start promptly at 6 45 
A r­ 
rangem ents have been made to di- 
------------ 
- ^ 
^ 
crowd into three groups a.< 
flnternattonal N««> Service) 
lit comes in. 
One door will be for 
PITTSBURGH. June 29.—Alvin F. I the entrance of the general public 
Bergmnnn. Leetsdale barber, plans ' one w ill be for ^ 15^SU i*hed^8tie ^ 
Rercm ann 
bceisciaie oaroei. 
"*** 
, 
IT 
, _ 
to « S to the New York W orld's and the other 
or 
* 
*___ 
i 
Donnei 
POU 
COIiilXiii: . 


EXTRA SPECIAL! 
Summer Dresses 


Bern berg 
Silks — C rash — 
Cottons and Crepes 


Smartest Styles and Color* 


TWO GROUPS AT 
*1.99 


TWO GROUPS 


$ 


AT 
2.99 
NEIM AN’ S 


Fair in the near future. 
I the Pennsylvania Power compai 
To prepare for the event, he made 1 This is dune not to set out one group 
^ ^ 
. . . . 
1.J.U * 
Kiri woriik’ fn 
a “practice” grind of 100 miles which 
he said he covered in 22 hours and 
five minutes. 
Now that his tra in ­ 
ing period is over, Bergmann said 
he would rest for a couple of weeks 
and depart New York—wards during 
the latter part of next m onth. 
—Ill \ IN NEW CASTIF— 


YANKEE CLIPPER AT 
SOUTHAMPTON TODAY 


20Í* 
E. 
WASHINGTON 
ST. 


(International News Service) 
SOUTHAMPTON. Eng.. June 20— 
The Yankee Clipper, after the first 
transatlantic mail flight from New­ 
foundland via Ireland, lay over the 
Southam pton base today 
She a r­ 
rived here last night at 8:37 with a 
number of American officials aboard. 


BANG ! 


REBUILT BICYCLES 
$10.00 and up 
New 
large 
selection— 
terms. 
Bicycle» 
e a s y 
Westell's Bicycle Store 
344 £. Washington St. 


4th of July 
SPECIALS 


at the 
BARGAIN 


SPOT 


The Newest Styles 
at Lower Prices! 
Quality Clothes 
For ™r. Family 


on Easiest of 
Credit Terms 


One account outfits the fam ­ 
ily. 
Pay 
l a t e r 
in 
small 
am ounts to suit your conve- 
nience. 


Julian Goldman 
• PEOPLES STORE • 
127 East W ashington St, 
New Castle, Pa. 


from another, but merely to facili­ 
tate the movement of guests from 
the lobby down to the dining roonv 
Seated at the speaker.^ table will 
be Wendell L. Willkie, president of 
the Commonwealth and Southern 
corporation; W alter Sammis. presi­ 
dent of 
the Pennsylvania 
Power 
company: Mr. and Mrs. Louis B 
Round. Chairm an and Mrs Fied L. 
Rentz, toastm aster William A. F ran ­ 
cis, Rev. John J. M cllvame. Rev 
Leo W atterson. Norman E. Clark 
and a num ber of others 
Following the invocation by Rev 
M ellvaine, the guests will be served 
with roast chi* ken and the other 
\iands th at go with it. Pep sing:ng 
will be led by Entry* Davis, Mrs. 
William Hitikson will present sev­ 
eral solos, a string trio will provide 
an overtone of music while the 
guests are eating, and at the con­ 
clusion of the m eal "he chairm an 
| of the evening, Fred L. Rentz, will j 
introduce the toastm aster, William 
A. Francis. 
! 
Wendell L. W illkie will be the 
pnncipai speaker of the evening. 
W alter Sammis is expected to make 
i a few remarks, distinguished guest • 
will be introduced and in behalf of 
the citizens of New Castle and Law­ 
rence county. Norman E Clark will 
present the company with a bronze 
plaque which will be a part oi 
he 
wall in lhe power plant later. 
For 
the company. Louis B. Round, vp 
president and general m anager will 
respond. 
Rev. Leo W atterson will 
deliver the benediction 
Tliis in brief is a schedule of the 
day's activities. 
Even function of 
the day, every’ speech th at is made, 
everything th a t is done is done be­ 
cause down a t West Pittsburg, on 
the bank of the Beaver river, the 
Pennsylvania Power company 
has 
constructed and today dedicates a 
power piant. modern and efficient 
and useiui, a plant th at will supply 
this district of Pennsylvania with 
electric current. 
BI'Y IN' NEW CASTLE— 


; Marriage License 
♦ 
A pplications 
1935 Plymouth Coupe 


Radio and Heater 
«260 
J O S E P H S 
NEW MARKET 


1936 Terraplene Cp». 


Radio and Heater 


11 and 13 East Long Ave. 
Phones 5032-5033 


» 3 5 0 


1937 Chevrolet Sedan 


« 4 2 5 


1987 Plymouth Sedan 


» 4 7 5 


Plate Boil, 


2 
l b 
s 
................................................................. 
Round Steak, 
lb ............................... 
Sliced Bacon, 
i 2 
f b package ........ 


Black Raspberries, 
box ............................ 
I*arge Pineapples, 
3 f o r 
................. 


large Honey B alls 
3 melons for............. 


Louis J. Fontana ........................... '.Y ' 
914 S. Jeffemon St. New Castle. 
Philom ena Effinite ................... • • * 
224 S. Liberty St., Newf Castle. 


Mike Shemanick . ...Sharpsville, Pa. 
j ' Anna Billen 
Sharon, Pa 


Philip Armour Canon 
......... 
....................... Stoneboro, Pa. 
M arian Evelyn Jackson ............ 
213 W. W inter Ave. New' Castle. 


Joseph F. Gurgacz ............. **f ; r 
6 E. Ralph Ave., New Castle. 
Virginia J. Jaworski ..................... * 
13 Cliff St 
New Castle. 
_BI'Y Of NEW CASTL*— 
OUT OE HOSPITAL 
Nick Cagnetti, 611 Pearson street, 
W ho was injured while playing soft­ 
ball 
has recovered sufficiently to 
return to his home from the New 
Castle hospital. 
—BUY IN NEW CASTLE— 
THE NEWS, BV MAIL, 1 VLAR, $5. 


CASTLE 


FRESH SLICED 
PEACH SUNDAE 
BALANCE OF WEEK 
Two Scoops 
of Vanilla Ice t ream with 
Fresh Peaches and 
Whipped ( ream 


SERVIC a 


Luncheon Special 
Saturday Only! 


Sw iss Steak — Mashed 
P o ta to « « 
and 
G r a v y 
F r e * h 
O re': a 
B e a n s 
B r en d 
and 
B u t t e r 
C h o ic e of I c e c / CH1” lfc. 
C o f f e e 
B u t t e r m i l k 
H o t or Ic e d T e a 
DRUG 


S A W C - W P B A R M I N S 


Corner Wsshington-Mercer Sts. 
24 North Mill St. 


STOCK I P AT 
THESE LOW PRICES! 
These Special Prices In Effect Tonight, Friday and Saturday 


Swim Caps 


U. S. Howland Keep« Hair I>ry 


4 9 c a n d 6 9 « 


BOOK 
MATCHES 


Bo* of .V) for 


WILSON SI N AND 
SPORT GLASSES 
larg e Selection—Specially Priced 


1 9 « up to $ 1.00 


WATER 
BALES 


Fresh Sto« к 


15c to 92c 


Swimming Tubes 
69° 
Sturdily Built 
Week-end Sale 


tw c h Patents I A G A R L A X та ш 
fuhq^j t I c 
B aby N e e d s 
75c Bayer Aspirin T a b * _____ 
75c Anacin 1 ablet* 
25c Carter LittU? Liver Pill* . 
$1.00 Indian Herl? I ablet* . 
60c AILa Seltzer 
50c Tru-Pure Aspirin Tablet* 
50c Aspergum 
50c Co. Cathartic Pill* . . . . 
50c Cascara Sagrada 5 gr. . 
50c Cascaret* 
....................... 
50c Bi-So-Dol Mint* ........... 
$1.50 Pinkham Co.................. 
$1.25 Petrolagar .................. 
60c Sa! H e p á tic a ..................... 
75c Nujol Oil ........................ 
75c Squibb Oil ..................... 
$1.00 Norol-Agar 
60c Caldwell Syr. Pepsin . . 
50c Phillip* Magnesia 
50c Lax*eed Black, l Ib. . . 


Monarch G allon 
OUTING JUG 


Steel bod' < onütror- 
tion, 
rup 
ami 
i*P 
fittini» of non-ru*t- 
I n t 
a l u m i n u m 
tna<>ted enrk insuU- 


lion. 


W eek-E nd 
'Ale 


50c Pabiunri 
75c Dextri Maltose . . . 
50c Phillips’ Magnesia 
$1.20 S. M. A. Powder 
25c Biolac Milk 
. 
$1.20 Simiiac Food 
25c Infant Suppositories 
Tasteless Castor Oil . • • 
Heavy Mineral Oil . . . ■ 
Baby Gays ........................ 
Nursing Bottle*, 8-oz. . 
Bail Top Nipples 
.......... 
60c Vita Baby Oil 
Zinc Stearate Merck 
Rubber Sheeting Double 
California Fig Syrup 
75c Fletcher Castoria . 


4 ozs. 12c 
. . pt. 27c 
. 19c, 39c 
3 for 10c 
. . 4 for 9c 
29c 
. .21c, 39c 
...............52c 
43c 
. 59c 


5c Tissue Paper 


£ 
r o l l s 
1 0 c 
Picnic N eeds 


TOILETRIES 


Vantine Gardenia Talc ....................17c 
Mavis T a l c ......................... * • • • 
* • • 
A r r id .............................*............ 
M u m .................................... 
29c, 49c 
Q u e s t.............................................. 
• 
Amolin P o w d e r ................... . * 31c, 53c 
N o n -S p i..........................................29c, 49c 
Phillip* Cream* 
....................... 
^ 
Marvelous Dusting Powder . . . ■ 7be 
Coty Dusting P o w d e r ....................J*-00 
Gemey P o w d e r .......................... 
Aq 
Woodbury C r e a m s .......................23c, 39c 
Noxzema & Soap .......................... ' ^ c 
Pacquin Hand Cream ........................43c, 87c 
Italian Balm & D r e s k in .................. 2 с 
M. Factor Normalizing Cream . • 55c 
Wrisley Bath Crystals, 5 lbs. 
• 
c 
Ponds C r e a m s ...................25c, 39c, 
с 


PICNIC SETS 
Qc 
25 Pieces— o n ly.......... 
. . . 3 


DeLux Picnic Plate» . . . . 
12 for 9c 


Compartment Picnic Plate» 
6 for 9c 


Picnic Drinking C u p » ........... . 12 for 9c 


PICNIC NAPKINS 
Cc 
Pkg. oi 80 for............ 
. J 


Picnic Napkins, Embossed . . 100 for 9c 
Wood Spoons or Forks . . . 24 for 9c 


“KWH К 
KOOL” 


Oscillating 
y y , 
E le c tric *} 
Fans 


Value 


Schick Razor and 
Lifebuoy Shave 
( ream, and ( onil) 
С 


50«' Sararen 


C 
U 
B 
. U 
, I “ 
Н Ш ! В Ш И 


s o »p 2 » 1 7 . 
Sale Price « 
■ ■ 


Week-End Sale 


OUCHE 
OWDEÄ 
S a n e x ? 
« au.»— -*d 
dÉMB» «•a**"»»*"- 
4 M 9 « 


lAiKX 


Save More 


A t New ( astio 


I )ru j^ C u t - R a t e 


Save On 
Chamois 
Skins 


3 for $ 1 . 1 9 
Dental Needs 


Oil Tanned 
G u a r a n t e e d Washable 


40c size . 
75c size . 
$1.15 size 
$2.00 size 
$3.00 size 


. . .27c 
. . .54c 
. 79c 
.$1.44 
.$1.59 


Tennis 
Balls 


Guaranteed 
official 
in 
size and weight. Special, 


2 < } c e a c h 


50c Tek Tooth Brush 
. . . 2 for o le 


75c Listerine ................................... 59c 
75c Pepsodent .................................*>9c 
$1.00 L a v o ris .................................. 
50c Bonded P a s t e .................... • 
F a s te e th ................ 
• 
29c, 49c, 79c 
50c Ipana Tooth P a s t e ...........39c 
40c Pepsodent Tooth Paste .33c 
W ernet’s Powder . . . 24c, 49c, /9c 
Polident P o w d e r .....................24c, 49c 


TOILET 
SOAP 


Lux or L ifeb u o y 
3 for 17c 
Palmolive Soap . . . .3 for 1 
10c Hard W ater Soap 3 for l i e 
ÎS ^ 00d.bn7oaSp°eP 
3 Sor 2 tc 
25c c K Ä ? 
l(k Big Bath Soap . .6 for 29c 
25c Packer Гаг 


3 for 23c 
. 3 for 59c 
3 for 59c 


V A S E L I N E 
HAIR TONIC 


Keep your bair Well Groomeé. 
Protect ond Supplemeat tbo 
natural scalp oils. 


LARGÌ SIZ1 
3 7 * 


GIANT SIZI 


1937 Chrysler 6 Sedan 
»5 5 0 


J)§ ears to eboose from* 
Гов- 


dition and quality gwaxanierd 


CHAMBERS 
MOTOR CO. 
825 North Croton Ave. 


CITY MARKET 


Corner West W ashington and 
Beaver Sts. 


Free Delivery 
Phone 2194 


5-lb. Box 
Sliced Bacon ............... 


Argo Red Salmon, 
large c a n 
........... 


Margherita Pure 
Salad Oil ............. 


Pork Chops or 
Sausage ............. 


Sandwich 
Spread ........... 


Armour’s Pork and 
Beans 
2U-oi. ra n 
3 for 


39c 
19c 
75c 
.ь 15c 


lb 15c 


25c 


KROGER’ S 


30 South Mill St. 


F re'h Gray Bass, 
C q 
lb ........................................ 


Ocean Pike Fillets, 
1 Q C 
lb ..................................... 
■ 
V 


Deep 
Sea Fillets, 
1 Q C 
lb ..................................... 
■ 
V 


B«*nelesK Haddock 
O K C 
F illets......................2 


Tub C reamery Butter, 25c 


Pure I-ard, 
P ^ C 
3 lbs .............................. 


Pleasant Valley 


• ! 


MAJOR FAMILY PICNICS 
Mr. and Mrs. John Majors of 
Portersville, 
and 
their 
sons 
and 
daughters of Pleasant Hill. Pleas­ 
ant Valley and Portersville spent 
Sunday afternoon and evening at 
Slippery Rock. 
They had a ba. ket 
supper which, was enjoyed by both 
children and grownups. 
The eve­ 
ning was spent in roller skating. 


Mr. and Mrs. Clair Badger of the 
Youngstown road. Sunday evening. 
Mr. and Mrs. Mathew Bessel and 
family called on Mr. and Mrs. Alvi 
Bessel of the Old Pittsburgh road. 
Sunday. 
Mr. 
and 
Mrs. 
Herman Conrad 
and son and Donald Lewis, all of 
New Castle, railed at the A. F. Al­ 
lison home Monday. 
Mr. and Mrs. Frank A. Morrison 
and family called on Mrs. Nannie 


Morrison and Billy Dell Blinn o 
Prospect. Sunday 
Mr and Mrs. Lutwig Appel and 
son of New Castle, called on Mr 
and Mrs. George Gumble, S atur­ 
day. 
Mr and Mrs. Edward Earle and 
family of New Castle, were callers 
on Mr. and Mrs. Lawrence Ferre. 
Sunday. 
Mrs. Nellie Taylor 
and 
family. 
Betty Jane Criss and Mary M ar­ 
garet 
Bower 
and 
W 
A. Lee of 


Pittsburgh, were dinner guests Sun­ 
day. at the home of Mr and Mrs. 
Everetic Taylor and daughter Mary 
Margaret. 
Miss Velma She la r. Mrs Alberta 
Shelar and children, Mr and Mrs 
Lawrence Feree and daughter were 
visitors in Aspinwall, Sunday 
Mr. and Mrs 
Lawrence M a'ors 
and family called on Mr and Mrs. 
| Boyd Majors and family of Pleas- 
| ant Hill. Saturday. 
Mrs. Roy Shaffer and daughter, 


Marjorie, of Princeton, called M on- 
da\ on Mrs Lawrence Majors a net 
family. 
Mis>es Betty Jane Criss and M ary 
M argaret Bower of Pleasant H’*11, 
Pittsburgh, spent the week end it 
the home oi Mrs. Nellie Taylor and 
family. 
m \ t\ MB c a s t l e — 
Grace issues: 
Things the Presi­ 
dent and business men hide behind 
to ke«'p their quarrel and dislike 
from seeming pettj and shameful* 


TAKE TRIP 
Ivan 
Taylor 
and son. Herman, 
' started for Alpena, Michigan, Sun- 
i dav morning from which they are 
planning 
to 
return 
W ednesday 
: night or Thursdav morning. 


PLEASANT VALLEY NOTES 
Mrs. 
Elizabeth 
Holzhouser 
and 
son Jackie of New Castle, called 
; Sunday on Mr. and Mrs. Ocoi ge 
j Gumble. 
Mr and Mrs. F rank A. M oirison 
and family called on Mr. and Mrs. 
W. E. Badger and family of the 
I Butler and New CiV'tle road, and 


QUALITY CLEANING ONLY 
N 0 SECOND GRADE 
PHONE 1133 
B R I T T O N S 


“New Castle’s Oldest Cleaners." 


Ellwood City. Phone Ш . 


T e r r ò A n t K i l l e r 


Is Guaranteed to Rid Your Place oi Ants In 21 
Hours or Your Money Back. 


BOTTLES 
. 
............................. 
. 
25c 
D. C. RAMSEY & SONS 
1IARDVV U G 


306-30 Croton Ave. 
Phones 1 ZOO mh 


EIGHT 


Insurance Agents 
Elect Officers 


Annual Meeting Held In The 
Castleton On Wednes­ 
day Evening 


AROUND 
CITY HALL 


NEW CASTLE, P A , NEWS, THURSDAY, JUNE 29, 1939. 


Witness Hunted 
Held By Police 


C( 
m 


The New Ca 
irance Agen' 
iettine in T1 


C*í*i 
rm 


W 


FU 


O 
* D 


a* a 


Qui 
and 


fenannon ; 
id: secretai 
is was the 
vious meet 
•omimttee 
Bride was 


n c of * 
Presi- 


. Ivor M 
late pro­ 
li; by the 
»f 
which 
hairm an. 
y a 
ieir selection was given un an ­ 
imous approval of the m embership 
present. 
The election of members to the 
executive committee resulted as fol­ 
lows; 
Jam es 
A, 
Rugh, 
to serve 
three years; George S. Miller, to 
serve two years, and George S. Long, 
to serve one year, At each succeed­ 
ing annual election one member will 
be elected to the executive com m it­ 
ter for three years. 
Quincy A. McBride, a director of 
the Pennsylvania Association of In ­ 
surance Agents, with which the local 
association is affiliated, gave a re­ 
port on the activities of the state 
association. 
He urged attendance 
of the local members at the annual 
convention of the state association 
at Galen 
Hall, 
Wernersville. Pa., 
September 11, 12. 13. 
Cither m atters of business received 
attention. 
The July meeting of the 
local association will be in the form 
of a stag picnic in charge of a com­ 
m ittee headed by J. C. Williams. The 
date will be announced later. 
-B IT IV NSW CASTLE— 


On one Mexican 
railroad line 
solid ebony ties are used in sections 
to support the ties. 
The ebony 
flourishes in nearby forests and is 
so hard th at holes must be drilled 
into it for the railroad spikes. 


mcil 
decided 
during 
today’s 
ng at city hall to adhere to the 
ml ordinance and pave Logan 
between Bovles and Moody 
je. This decision was arrived at 
lollowing expressed opposition by 
ihree property-owners residing in 
Logan street between Moody and 
W inter avenue, who said the bulk 
of ttie cost of paving in this section 
would tail upon them . Robert Eckles 
acted as spokesman for the opposi­ 
tionists. 


Councilman Joseph D. Alexander 
in council meeting today secured ; 
the consent of colleagues by which 
city 
employes 
will 
receive 
their ¡ 
wages July 3, instead of July 5. as 
usual. This will give city employes 
some 
Fourth 
of 
July 
spending 
money. 


W hen council convened in the ' 
municipal hall 
this morning 
the 
body adopted a bill under provisions 
of which the city may collect gar­ 
bage at a cost of $6 00. annually, per 
familv. from homes on streets out- ' 
Mde but bordering tlie city lino. The 
council reserved the privilege of re­ 
jecting any application which would 
make it impracticable for a collec­ 
tion to be made. Councilman J. M. 
Rice, public safety director, presen­ 
ted the motion that resulted in the 
bill becoming a city law im m ed­ 
iately. 


city hall. This will perm it the sav­ 
ing of trees In the thoroughfare. 
] 


City council this m orning in m eet­ 
ing in city hall followed the recom- ^ 
m endation of Mayor Charles E. Me- j 
G rath and named for term s of 10 ^ 
------------- 
tiavs, temporary’ policemen as fol- 
. 
-*- • i 
lows: 
Thomas J. Boyles. Phillip Missing Witness In Mate trial 
Benninghoff. A rthur Leslie, Clark 
Davis. 
Albert 
Wincek. 


W. C. T. U. 
and L. T. L. 


Russo 
and 
John 
Is Taken By Motor 
Police 


City Engineer Glenn R. Throop j 
and Frank Nugent, superintendent | 
of the SewaRe works here, have re-j 
turned from State College, where 
they attended the annual conven­ 
tion of sewage and water work« op­ 
erators. 
—» f t IN NEW CASTI.E— 
City Officials 
Attend Opening 


During council meeting today in 
City hail the body adopted a reso- i 
lution deciding to participate in the 
formal opening of the Pennsylvania 
Power Company’s new power plant 
at W est Pittsburg. 
The resolution was introduced by 
Councilman J. M. Rice at the sug­ 
gestion of Mayor Charles E. Mc­ 
G rath. 
—BI T IN NEW CASTLE— 


(ln(<!nat ¡«»mil News Service) 
HARRISBURG, June 29 —'Thom ­ 
as B. Wilt, missing commonwealth 
witness in the bond trial of Jam es 
P. Kirk, Pittsburgh city treasurer; 
Victor Skok. K irk’s insurance p a rt­ 
ner, and H. H Temple, former chief 
highways engineer, was arrested by 
State 
Motor 
Police 
today as he 
alighted from a train arriving in 
Harrisburg from New York. 
Wilt was immediately taken into 
custody and transported to Dauphin 
county 
District 
Attorney Carl B 
Shelley’s office. 
Wilt, a bookkeeper in Kirk's in ­ 
surance office, will post $500 bail 
bond tills afternoon pending his ap­ 
pearance as a witness when the trial 
opens July 10. 
Continued absenre of Wilt forced 
four continuances of the trial date 
by Judge Howard W Hughes, W ash­ 
ington county, specially presiding. 
Shelley has termed Wilt a "m ate­ 
rial witness" in the commonwealth s 
case against Kirk 
—ni’T IN NEW CASTLE— 
Rucker Winner 
Of Scholarship Knights Of Malta 


Mrs. Elsie F Nessle. Second ward, 
will be perm itted to redeem a prop­ 
erty formerly assessed in tne name 
of Glendora Moore, at 1048 M ary­ 
land avenue, upon the paym ent of 
taxes. Council ordered a deed made 
to her following a favorable recom ­ 
m endation by the city solicitor’s of­ 
fice. 


G rant 
street 
cartway 
between 
North Mill and East streets will: 
have a width of 24 feet when paved, 
according to a measure enacted into 
law today by council in m eeting at 


Special Introductory Offer 


SWIM SUITS 


bv FLEXEES 


Jam es Rucker of Laurel boule­ 
vard received a two-year scholar­ 
ship to Shadyside Academy through 
a scholarship test which he took 
last week. 
Rucker played right guard for the 
"Red Hurricanes", New Castle sen­ 
ior high football team, during his 
sophomore year last fall. 
He was 
one of the best players on the team 
and great hopes were placed on his 
playing during his junior and senior 
years. 
Rucker 
will 
play 
football 
for 
Shadyside Academy. 
—BUT IN NEW CASTLE— 
Brother-In-Law 
Taken By Death 


Edward Cunnick of Niles. O . died 
at 1:30 a. m. today in Niles, ac­ 
cording to word received here 
Up­ 
on receipt of the sad me.xsage. his 
.sister-in-law . Mrs. J. D. Hemmger rf 
he Butler road, departed for the 
Ohio city. 


To Have Meeting 


Star of Bethlehem Commandrry. 
No. 491. Knights of M alta, will hon- 
i or their grand commander. Elias 
M Paxton, of Stroudsburg. Pa 
on 
Friday evening at 7 30, when they 
| convene in M alta ha.I. 349’? East 
W ashington street. 
Mr. Paxton will speak to the lo­ 
cal 
group and 
visitors attending 
from Greenville. Youngstown. Oil 
City. Franklin and Ellwood City. 
Members of the social committee 
will serve lunch at the close of the 
evenings activities. 
—BI T IN NEW CASTLE— 
BIGGEST KOI m m t 
(Internattonai New* Set vie«) 
NOME. A laska—In Alaska’s big­ 
gest reindeer roundup and brand­ 
ing since 1934 21.266 animals were 
worked through chutes of the John­ 
son river corral recently. The herd 
was handled in 11 days. Work In­ 
cluded marking, 6,367 fawns and 
3 501 mavericks, which were divided 
among 
owners 
on 
a 
percentage 
basis. 


SCOTLAND UNION 
Mrs. Bert Coates. S r , received 
members of the Scotland Union at \ 
her home on the New Bedford road, j 
Monday evening. Associate hostess! 
was her daughter, Ina May, Mrs. J. 
D. 
Patterson conducted the devo­ 
tional 
period. 
Mrs. May Purvis had charge of 
the program, which was in the form 
of a flower mission event. She gave 
the "Life of Jennie Cassidy." Miss 
Coates presented the 
‘Retoucher" 
"Messages of the Flowers" was giv­ 
en 
by 
Mrs. S. L. Wilson. 
The 
Flowery Kingdom" w as presented by 
Mrs. J. D. Patterson, ‘Countless Are 
The Ways" by Mrs. Helen Jackson 
and "Jacks Clouds Dispelled" 
by 
Mrs. Coates, Sr. 
Highlighting 
the 
.session was an interesting discussion 
by Miss Coates on "Seven Ways To 
Rectify Liquor Traffic." 
Miss Elizabzeth Taylor had charge 
of a business session. The Scotland 
institute has been planned for July 
14 and will be at the Coates home. 
The 
County 
convention 
to 
take 
place In the Liberty Grange Hall, 
September 8. was discussed and del­ 
egates were appointed. The W. C. T. 
U. safety highway signs have been 
xet up during the last week 
The 
Union Signal lesson was given by 
Miss Taylor, the president and re­ 
ports were heard from the individ­ 
ual departm ents. 
The hostess served tasty refresh­ 
ments. 
- HI Y IN NEW CASTLE— 


Camp East Brook 
Girls Are Happy 


Weather Man Haa Baen An Old 
Dear To Crowd At Y. W. 
C. A. Retreat 


Everything Is "okey dokey smokey 
pokey" at Camp East Brook, ac­ 
cording to word received this m orn­ 
ing, and the half hundred little 
campers, whose ages range from 
eight to 12 years, are having the 
time of their lives. 
They’ve been having fine weather, 
and 
the 
director. 
Miss 
Frances 
Thompson, of Pittsburgh, was sur­ 
prised to hear that it had been rain ­ 
ing in New Castle, 
There were two cases of home­ 
sickness the other evening, but the 
affliction lasted just five minutes 
and didn’t spread. This Is the first 
time away from home for many of 
the little girls, but they are having 
too good a time to mind. Their "big 
mothers", the counselors, stay with 
them in the cabins each night until 
the sandm an does his duty. 
The girls are planning their own 
"world's fair" for the day their par­ 
ents arrive 
— BIT IN NEW C ASTLE— 


SAVE 50% 


Until .July 4th—From Standard List 
ON BIG HUSKY 
GENUINE NEW 
GOODYEAR 
TIRES 


Special! Screen Doors 
* 
« ---- 
A ^jlg5 


9 big rim»« 
SC.95 
Combination Screen and Storm I>oor- 
pancla. 
E xtra heavy fram #— 
easy to change. 
Keep» file* 
out In sum m er snd save» 
coal bill* in w inter . . . . . . . . 
Walnut Stained Screen Doors ........................ $198 
Yale Srreen Door Closers ..................................II.00 
Hinge-H o ok-Spring Sets ................ 
?5c 
Gulf Spray ,. qt, 45c—gal. $145 
Porch Swings .......................... $ tJ5 
_ 
Jr. Lawn Swings .................. ,85.95 
A K IK tE S M HARDW ARE 
S. P, „ G <ms ............................« - » 


THE 


Values to $7.95 


Become acquainted with this new figure- 
molding SeaMolds Swum Suit . . . of ace­ 
tate rayon satin lastique; also acetate ray­ 
on. wool with lastique . . . made by Flex- 
ees. m akers of "The World s Loveliest 
Foundations". 
Styles include the "P rin­ 
cess Skirt , Panel Maillot, Maillot and 
Two-Piece Models . . . in vibrant ‘ Deep 
Sea" shades, exclusive fabric designs. Come 
early for complete selections. 
LITTLE SHOPPE 
CASTLETON HOTEL 


The Castleton Hotel 


Is Operating In Full 


Follow ing an interruption of the dining serv­ 


ice of The Castleton Hotel for a feu da\s, serv­ 


ice in full has been resumed. 
In order to guar­ 


antee the comfort of guests these sultry days, all 


meals are being served in the grill room which 


ha^ been air conditioned in full. 


ARNOLD BISCHOFF, Manager. 


Every day in the week your AStP Super Market is ready to serve you 


•very popular variety of fish—Fresh-caught and delivered daily. 


Freeh-Caught L»i* Erie 
Blue Pike Fillets m 35c 


Fre* h-Caught 
Blue Pike 
2 n>* 25c 


Captasn John Selected 
Fish Fillets 
„ ,1 9 c 


Freeh-Caught 
Haddock Fillets ^ 19c 


Fresh-Caught 
( od Fillets 
19c 


Fresh-Caught 
Flounder Fillets ^ 21c 


Fresh-C aught Ocean 
Perch Fillets 


F re s h -C a u g h t 
Silver Bass 


it* 21c 


n> 1 5 C 


( hilled Fillet of Haddock...........................2 ths 25c 
Chilled Ocean Perch Fillets.......................... H> 19c 


Chilled Skinless Cod Fillets 
2 lbs 29c 
Fresh Caught Sheep Heads..............................lh 7c 
Baby White Fish............................................... lb 29c 


Black B a ss..........................................................tb 19c 


H alibut Steak ..................................................lh 29c 
3« SOUTH MERCER ST. 


A 
DIVIDEND 


AT 


PER 
'0 
ANNUM 


HAS BEEN DECLARED 
3 % 


OPEN AN ACCOUNT NOW AND HAVE 
YOUR SAVINGS SHARK IN THE NEXT 
DIVIDEND 


Full Paid Shares 


ISSUED IN MULTIPLES OF $10(1 


Investment Shares 


ISSUED IN AMOUNTS AT OPTION 
OF INVESTOR 


Dollar Savings Association 
of Lawrence County 


10 EAST ST. 
NEW CASTLE, PA. 


* In Religious and 
' 
Fraternal Circles 


« 


BIRTHS 


(A nnouncem ents ts appear tn this 
• 
»alam o mast he •««*'« arttb nam e 
f 
• 
and 
address 
at 
writer, 
and 
alaa 
j 
♦ 
( I n n in < of deetor.) 
* 
♦ 


Mr «nd Mrs. James 8. Saylor of 
208 Pearson street, announce the 
birth of a daughter, on Monday, 
June 26 who has been named P a­ 
tricia Jean. 


Bom to Mr. and Mrs. M J. Mor­ 
rison ol West Moody avenue a son 
in the Jam eson Memorial hospital. 
June 28. 


Bom to Mr and Mrs Eh on John- 
?on of R F D No. 1, a son in the 
Jam eson Memorial hospital, June 
29. 


Born to Mr and Mrs Arthur G al- 
Satin. of Nor’h Beaver stre*,f a son. 
in the Jameson Memorial hospital 
June 29, 
— Bl T IN MW CAsri.t— 
BROTHER DIFS 
At Fh trp ville this afternoon, fu­ 
neral services are tying held for 
Charles 
L. 
Hues, 
81, 
prominent 
Sharps Mile business man, brother of 
George Hites of New Castle 
— Bt V IN VI W CASTLE— 


The News B> Mail, One Year, $5.00 


P H C. Ejection 
At a meeting Wednesday evening 
in the I O O F hall, presided ov^r 
by State Deputy M M Henlein of 
Erie, 
the 
following officers 
were 
elected by thr* local Protected Horn*' 
Circle; 
Pas? president, Charles Kennedy: 
president, Geprge Bright, Jr.; vice- 
president, C 
E 
HamtU; guardian, 
Mrs. Edna B nght; chaplain. Mrs. 
Grace 
Warwick; 
guide. 
Rowland 
Richael; companion, Samuel Rohr- 
er; 
sentinel, 
Mrs. 
Fanny 
Sense: 
watchman. Mr? Flora Cunningham, 
and pianist. Miss Elizabeth W ar­ 
wick. 
Luncheon was served bv the re­ 
tiring guardian, Mrs HGen Ray and 
her committee. 


Group to Meet 
L L. O. L . 129 will meet Friday 
evening ;n the Modern W oodman’s 
hall on B an W ashington street, at 
seven. 
—BUT IV NEW CASTLE— 
* 


GIRL SCOUTS 
OF 
NEW CASTLE 
INC. 


* 
Á 


< ROW PATROL MEETS 
Members of the Crow Patrol of 
Boy Scout Troop 21. held a m eet­ 
ing at the home of Norman Hawk, 
311 Sycamore street, Tuesday eve­ 
ning. 
Clyde Snyder was in charge of 
the opening ceremony Patrol m eet- 
ng was held, followed bv a song 
ie?t 
Gam es were enjoyed during 
the hours 
The S< outs went into the woods 
nearby* to identify tre**.> Closing cer- 
*-monv was in charge of John Zur- 


4.75-19 
4.50-21 
5.25-18 
*574 $056 $066 


5.50-17 
6.00-16 
6.50-16 
$732 $798 $070 


Net Prices Including Your Old Tire 
BRAATZ SERVICE 


112 Croton Ave. 
Phone 4951. 


KV 
Scribe. Clyde Snyder, 
i n in new ca^Tir,— 


Round Trip 
Sunday Excursion 
*1.25 t o PITTSBURGH 
$1.75 ro AKRO N 
$1 SO te HADDOCK •» M cKH JP O *! 
T ravel is com fortable BikO 
coach ca. Convenient ached ulea. 
Foe lutthme mtormmtion 
Ticket Agent 
XmO b & o 


With New Castle 
Afro-Americans 
Tt 
tS • » 
■>•»>♦ o » ♦ ♦ ♦ 


SOUTH SIDE PRAYER BAND 
M»*mb» rs of the South Side Prayer 
Hi« nd will meet Fridav e\enm g at 
8 at the home of Mrs. Viola Hill 
on M orana itrte t. 


Arrest Boys For 
Gasoline Thefts 


F ur vo'ith? were arrested bv c. y 
police last night on suspicion of 
having stolen gasoline from auto- 
i mobi’^s 
They were to receive a 
hearing before Mayor Chari* * F 
M cGrath today 
They* were taken 
into custody by Officers Nelson and 
H L Richards. 


PLAN TO MEET 
ON RIVER BOAT 
nnt«:rational News Service) 
PITTSBURGH 
June 
29 — The 
Pittsburgh Chamber of Comrr.cr<-e 
made the news columns today w-ph 
•he announcem ent *ha? its members 
would 
hold 
the 
regular 
monthly 
meeting tonight 
aboard 
a 
river- 
boat. 
Purpose of the trip, according to 
members, is to focus attention on 
water transportation facilities In the 
Pittsburgh district. 


E 


v e r y v a c a t i o n e r 


runa a chance o f having 
to Iay goodby to tom e of 
h it personal b el o n g in g s 
while oo a trip. T hai’s why 
k pay» to take out Personal 
Effects Boater Insurance 
written by the dependable 
Autom obile Inaurarne Com­ 
pany of Hartford, Conn. 
This insurance provides pro­ 
tection that 
y o u show ld 
have. 
McBRIDE-SHANNON CO. 
Phone 518 
238 East Washington St. 


C.O^Pt L SONG EU \ " T 
Arrangements have t>-en complet- 
d for ‘ he gospel song feaM at St 
P au ls Baptist church Sunday after­ 
noon at 3 o’clock Prof Charles H. 
Pace of P itt burgh will present his 
gospel chorus of 75 voices featuring 
Miss Ida Cox. Clyde Reed and Miss 
N. V. W ashington, outstanding gos­ 
pel smger.v There will be no admis- 
Mon fee charged. 


ELKS STt DY CLt R 
The Elks Educational Study Club, 
formerly .scheduled to meet tonight, j 
will meet in two weeks instead Tins j 
meeting July 13, will take place a t ! 
the Elm Street Y. W. C A 
All member.»* 
who are to discuss; 
the subject. 
Know Your Face 
are . 
to meet 
tonight at 8 30 in Elks 
Rest, South Jefferson St. 


UNION BAPTIST 
Members of Union Baptist church 
will meet 
Friday evening at the 
church a? 7 30 
—HI Y IN NEW CANTLE— 


REPORT MASTER IS 
LEGION WINNER 
It was announced today th at the 
j winner 
of 
the 
American Legion 
j scholarship for the University of 
i Pittsburgh was 
Irwin M aster 
of 
* Long avenue. 
Master came out first place in a 
| test given at the high school on 
June 20. 
His score was 307 out of 
a passible 407. 
Approximately 25 
other students took 
the 
test, In 
which they were examined in m ath­ 
ematics, English, foreign language 
and analogy. 


Never 
Before 
Such 
Savings 


BUYS A 6 Cu. Ft. 
$ 149 -5 0 KELVINATOR 


S43--345 East Washington St. 


Electric Refrigerator 


au 


•fURniTUR€ CO. 


P hone 4044. 


SENSATIONAL 
) DAY OFFER 


Friday, Saturday, Monday Only 
WALL PAPER 


THE JOY GARDENS 


. 
1115 CROTON AYE. 


- 
PRESENTS 
ALL THIS WEEK 


A Grand and Glorious Floor Show 


FEATURING T1IE BEST OF ENTERTAINMENT 
IN THE CITY. 


WE SPECIALIZE IN AMERIC AN 
AND 
ITALIAN 
DISHES. 


WATCH PAPER FOR COMING ATTRAC TION OF THE NA­ 
TION WIDE BEAUTY AND TALENT SEARCH FOR MISS 
AMERICA 1939. 
ALL EXPENSES PAID TO THE WINNER 


OF CONTEST. 


5000 
rolls 
high 
grad« 
Sun Fast Papers of all ths- 
criptions for all rooms. 
Regular to 20c value while 
quantities last. 


All sales final, no refunds, 
no 
C. 
O. 
D., 
no 
ex­ 
changes. 
Roil 


Sold with Border and Ceiling! 


Tru-Tex House Faint 
all colors, $1.69 value 
Sj.19 
gal. 


LOOK * o r ORANGE FRONT 
16 North Mill St, 
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STREAMLINE 
SrPERETTE 
25 
S. 
M 
e 
r 
c 
e 
r 
S 
t . 


1 0 ' 


2 5 ' 


2 5 ' 


1 9 ' 


Smoked 
Squares, lb .. . 


Fresh (• round 
Hamburjr. 2 fb 


Marshmallows, 
i 2 lb s .............. 


lomatoes, 
(fresh) 2 lbs. . 


F r f * P a rk in f Гог I W C ar*! 
O pen N ights! 


Home T own M arkets 
“ T IIK K L 'S O N F N E A K V O L ’ 
C O F F E E 


Hom e Tow n M a rk e t’s O w n 


Delicious Cold Blend 
23c,H 2 ,Hs 45c 


Mellow Silver Blend 
18c lb. 2 Lbs. 35c 


.Mild Red Blend 
15c,. 3„..39c 


H ome T own M arkets 


( I n t e r n e t '-’па1 News Service) 
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in lioupay mer­ 
chandise—your 
choice of any 
half size item. 


^ Caps 25c to 59c 
Bathing Slippers 
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Loupay Cream or Liquid Deodorant 45c 
Loupay Skin Tonic................ 89c 
Loupay Rouge.......................45c 
Loupay Plastic Mask 
. 
. 
. 
. 
89c 
Loupay Lemon Scented Shampoo 45c 
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THE NEWS, BY MAIL, ONE YEAR, $5.00 
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Dr. Dafoe s Column 
On The 
Quintuplets 
A nd The Care 
Of Your Children 
Jopyrlght 193ft. King features Syndicate. Inc i 


Italian Methodist 
Pastor Will Leave 
For Vacation Trip 


t Highland Heights 


i 


BARENTS MI ST WATCH CHILD 
-CAREFULLY FOR RHEUMATIC 
FEVER SYMPTOMS 


It is unusual for a child w rh 
fhcum atic fever not to suffer from 
*ome special symptoms as well as 
fhe 
abnormalities 
»p 
have 
been 
tpeaking about in the last few ar­ 
ticles There is always, or nearly al- 
ta y s, an acute flare-up of the ciis- 
•asc. When this happens, there is 
to difficulty in diagnosing the trou­ 
ble. The unfortunate thing is that 
bv this time the damage is usually 
done. That is why I always urge 
parents to watch their children and, 
ff they see any of the symptoms we 
have been talking about have their 
doctor examine the child carefully. 
If they do this, a simple operation 
fturih as removal of tonsils may save 
the child from a serious attack of 
IheumatJC fever and heart disease. 
The acute attack of rheumatic fe­ 
wer usually starts out either with, 
or directly after, a head cold. First 
«Elis are often pains in the joints, 
with the patients temperature go­ 
ing up to 101. or 102 degrees—too 
high for ordinary arthritis and yet 
not high enough for an actual in­ 
fection of the joint and the forma- 
Uon of pus. The pain may not star 
th one joint; often it jumps about 
All over the body. 
In many cases I have seen, the 
Child first complains of pains in the 
lower extremities—and ankles and 
the knees. When we examine this 
• fleeted area it is usual to find it 
swollen «and hot to the touch. It Is 
always extremely tender to handle, 
find the skin over the joint is likely 
to be fiery red. For two days the 


hav*' seen rases where the shoulders 
were involved, but this is unusual. 
If a 
child 
develops rheumatic 
fever, and receives no treatm ent 
whatever, the Joints become le>ss and 
less painful until, at the end of a 
couple of weeks, he would be fairly 
well. That is. the swelling and pain 
in the joints would be gone. But 
there would still be that damage to 
the heart which makes itself known 
later and in no uncertain tones. 
If you are so unfortunate as to 
have some member of your family 
develop the disease. I hope I have 
impressed on you the importance of 
calling a doctor wit hout delay. When 
tlie doctor arrives and diagnoses the 
trouble as rheumatism, he will pre- 
scribe salicylates. The mast common I 
EVER-WILLING CIRCLE 
form of this drug is aspirin; it ap- 
The regular meeting of the Ever- 
pears to be almost specific for rheu- Willing Circle will be held Friday 
matic arthritis. In fact, in correct evening. June 30. at 8 o’clock in the 
doses it will have the joints clear of home of Sarah Thompson. The pro- 
pa in in forty-eight hours. 
gram 
of the evening will be 
in 
You might think your rhild well charge 
of Skjaldovoar 
Kronl^stad 
then and expect him to start back and Eileen McFate. 


The Rev. F. P. Sulmonetti will be 
in charge of all the services next 
Sunday. July 2, at the Italian Meth­ 
odist 
church. 
He will leave the 
early part of the week for his va- 


j ration, visiting Washington. Phila­ 
delphia, New York and Boston. 
The pulpit during the rest of July 
will be supplied by the following 
preachers: 
July 9 and 
July 
16—The Rev. 
G rant L. Mot tern, pastor of the 
Methodist church at 
Sharpsville, 
Pa^ 
July 23—The Rev. Thomas Pol- 
lrrd. of New* Castle. 
July 30—The Rev. Archie Gibson, 
of the Rescue City Mission, New 
Castle. 
—BI T IN NEW CASTIJS— 
♦ ♦ 
♦ • ♦ » ♦ 
+ 
: Mt. Jackson Notes: 


to school. Actually the treatment is 
just starting. The doctor will keep 
him in bed and frequently listen to 
his heart action. I recall many such 
youngsters I have examined and I 
remember hearing that soft murmur 
creep into the heart beat which 
means that the heart has been af­ 
fected by the poison. 
—BUT IN NFW CASTI.E— 
HIGH SCHOOL PRAYER 
BAND IS CONDUCTING 
SERVICE AT MISSION 


The prayer band from the Senior 
__ __ ___„ 
... ___ high school will conduct the serv- 
pain may be severe in this region ice 
evening at the Church of 
and then it will disappear, going God Mission on Crawford avenue, 
to some other joint and involving | These young people are anxious tt> 
it in the same manner. 
There may be two or three joints 
involved at the same time. I have 
seen as many as half a dozen all 
giving pain but these cases are rare. 
As a rule, the pain and swelling 
lasts two or three days in one joint 


use their talents in God’s servies 
and deserve encouragement in their 
efforts. 
—BUT IN NEW CASTLE— 


POTATOES 
HARRISBURG. June 29—Pota­ 
toes prepared for soldiers 
in 
the 
ana hen moves on to another. The Boer War were fed to British sold 
joints of the bodv may all be af- iers in the World War. 
The pota 
fecteri at some time or other, but toes had been dehydrated but swell 
the usuai ones are the ankles, knees, ed to their original size after soak 
hips, elbows, wrists and fingers. I ing in water. 


Ride in NEW SAFETY in the New 
STUDEBAKER CHAMPION 
$695 
BARNES-SNYDER MOTOR CO. 


Safest, strongest car In the 
lowest price 
field. 
Saves 
10c to 25c on every gasoline 
dollar. 


Coupe—Equipped 
D ELIVERED 
in New Castle 


122 North Mercer St 
Phone 5290 
New Castle, Pa. 


JUNIOR AUXILIARY 
The Junior Auxiliary’ will hold a 
meeting Friday evening June 30 at 
the home of Rhea Belle Carr at 
which 
time they will honor 
the 
birthday anniversary of the 
hostess. 


LADIES’ AUXILIARY 
; 
The Ladies Anxiliary of the Earl 
I J. Watt Past American Legion unit 
No 638 held their meeting Monday 
evening 
in the Legion Home 
at 
which time new officers were elected 
as follows: 
President, Mona Reed: 1st rice 
j president, 
Ida Anderson 
2nd vice 
president, Sarah Belle Gibson: sec­ 
retary, Elsie Davis; chaplain. Ada 
Scott: treasurer, Helen Kinney; his­ 
torian, Ruth Bradley; sergeant-at- 
: arms. Elma Wainer; color bearer. 
Hazel -Mark. Delegates were also 
appointed to attend the auxiliary 
convention to be held July 27 at 
Ellwood City. Delegates are Ethel 
Benson. Bertha Bonnett; Mrs. Raub 
1 and Mae Pitts. Following the regular 
meeting lunch was served by Sarah 
Belle Gibson. Bertha Bonnett and 
Mary Aline Masson. The next meet- 
; ing will be held on Monday evening 
July 24, in the Legion Home with 
Blanche 
Pitts, Almyra Pitts 
and 
Ella Reed serving on the social com­ 
mittee. 


MT. JACKSON NOTES 
Mrs. Wilbur Moore, and children 
of Akron. O . are visiting at the 
home of Mr. and Mrs. D. M. Mean- 
or. 
S. 
W. Laughlin 
and 
daughter 
Mary motored to Cook's Forest on 
Thursday where then enjoyed a days* home of her grandmother. 
Mrs 
Marv Wigley of Willow Grove. 
Bet tv Jean Hutchinson of Ma- 
honingtown. 
has 
returned 
home 


Mendall Blows and Merle Brooks 
spent Saturday at Lake Erie. 
John R. Morris was a business 
caller in Chicago, 111., over the week 
end. 
Miss Peggy Jean Book of Butler 
County is spending a few days with 
Evelyn Murphy. 
Mrs. Eliza Simons underwent an ; 
eye operation in the New Castle 
hospital on Monday. 
Mr. and Mrs. Floyd Morris and 
son. Arnold, and W. J. Morris spent j 
Monday at Lake Erie. 
Miss Estella Reynolds is attend­ 
ing summer school at Slippery Rock 
State Teachers College. 
Mrs. Emery Book and daughter 
Janice, spent Friday at the home 
of Mrs. Wallace Morris. 
Mendall Blews and Robert Ep- 
pinger. of Irwin, spent the week end 
with their parents here. 
Mr. and Mrs. Albert L Johnson 
and Mr. and Mrs. C. C. Wick spent 
Sunday at Cook's Forest. 
Mr. and Mrs. Howard Barge and 
family, visited Mr. and Mrs. J. H. 
McAllister of Sharon on Sunday. 
Mr. and Mrs. Jack Ellis, Mrs. 
Edna Oihson and Ralph Hull mo­ 
tored to Cook’s Forest on Sunday. 
Mr. and Mrs. T. R. Murphy and 
daughter Shirley, of Toronto, are 
visiting friends and relatives here. 
Mr. and Mrs. William Kanzig. of 
Akron. O.. spent Sunday at the 
home of Mr. and Mrs. Ed Hibbard, 
Mr. and Mrs. E. J. Douglass at­ 
tended the P. S. Reynolds family 
reunion at Plaingrove on Saturday. 
Mr. and Mrs. Joe Brooks and Mr. j 
and Mrs. Merle Brooks and family, 
spent 
Sunday at Buhl Park 
in 
Sharon. 
Mr. and Mrs. Earl Reynolds and 
I family, of Franklin, spent Sunday 
at. the home of Mr. and Mrs. E 
| Reynolds. 
Mr. and Mrs, Millard Brow’n and 
daughter. Barbara, of Grove Citv, 
spent Saturday at the home of Mrs. 
Rasa Glass. 
Mr. and Mrs. Jaseph B. Reynolds 
of Bethlehem, P a, spent the week 
end at the home of Mr. and Mrs. 
E J. Douglass. 
Mr. and Mrs Ralph Vogler and 
son. Paul, of Ellwood City. spent 
Saturday at the home of Mr. and 
Mrs W. D. Ruby. 
Mr. and Mrs George Craven and 
family, spent Thursday evening at 
the home of Mr. and Mrs. Charles 
Craven of Chewton. 
Mr. and Mrs. W. J. Brook* and 
family, spent Sundav at the home 
of Mr. and Mrs. Joe Butera, of 
West Pittsburg. 
Mr. and Mrs. Rav Coxton and 
family, of New Brighton, have re­ 
turned home after spending several 
davs with W, H Buchanan. 
Mr. and Mrs Elli* Dye. bride and 
groom of recent date of Miami, Fla 
were Sundav callers a ’ the home of 
Mr. and Mrs Joseph Brooks 
Ruth Brooks has returned home 
after spending six weeks at the 


C0NGRA TULA TI0NS 


We 
wish to 
appreciation 
express our sincere 
to the officers and 
employees of the Pennsylvania 
Power Co. for having had erected\ in 
our 
community,one of the country’s 
most modern power plants. 


We are proud of th eir 
spirit, and wish them 
success and growth. 


progressive 
continued 


HA 
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“Dependable Furniture” 


outing. 
Mrs. Isa Dixon was a recent gue>t 
at the home of her brother Mr 
Stanley "Wilson of Ellwood Road. 
ft feu davs at the 
and 
Mrs. 
Howard 


THE BIGGEST SINGLE PURCHASE 
IN BETTY GAY HISTORY 


Just Unpacked' 


500 Beautiful New 
DRESSES 


..A N D I US ED TO BE 
SUCH 
A S A U S A G E IN 
THIS DRESS 


Look at 
the Fat 
I’ve Lost! 


ki and daueh- 
>f 
Wyandotte, 
ig th: < e weeks 
and Mrs. Paul 


William Johnson 
Iburn Knight and 
Sue Turner and 
motored to Lake 


id R 


Mi 


F E 
n a 
Frazi 
Ini 


9 to 17 
12 to 20 
38 to 44 


'1.95 


$2.95, $3.95 


AND EVEN $5.00 


VALUES 


The dress event of the season! 


Vfade by one of America’* leading 


manufacturers. 
Fine d e t a i l s ! 


Better 
fabrics! 
Lates* 
Styles! 


Your size and color is here! Come 


early. 
Buy several and save $1 


to $3 on EVERY DRESS. 


N o v you run 
»Jim 
down your f*r# and 
figure 
without 
»triet 
dieting or bar* H **ak. 
ir in* * 
«. J i*: eat 
Jt " ’ 
* 
4 
M a -m ol* 
Tablet« a 
da>. according to the 
dr * rtiona 
M a -m o la 
T a b le t* 
heee been *©M to the 
public for more than 
th ir ty 
years. 
M o ri 
than twenty million boxe* have been distrib­ 
uted during that period. 
Marmoia i* not intended as a rure-all for 
I ailment* 
Thi* advertisement 1« intended 
only for fat persons who are normal and 
healthy 
otherwise 
and 
whoae 
fatn«** 
is 
used by a reduction in the secretion from 
the thyroid gland 
<hypo-thyroidi*m) with 
■ompanying subnorm al 
metabolic 
rates. 
No other representation is made a- to this 
treatment exc* pi under these conditj. i 
and 
aceording to the dosage as recommended. 
We do not make any diagnosi« a* that is 
the function o f your physician, who must be 
consulted for that purpose. The formula Is 
included 
in 
every 
package. 
Start 
with 
Marmcda today and win the slender iovaly 
txgurr that la rightfully yours. 


tneth Stlu 
nd Mrs 
of ClairU 
' h#1 home 


W 


Mi 


STYLES 


Lovely aplique»! 
Prince*» line*! 


Sport frock*! 


Two-piece *uit*! 


Shirtmaker drente*! 


COLORS AND 
FABRICS 


Washable Spun 
Rayon* and Rayon 
Crepes! 


Shantung*! 
lin en s! 


Colorful 
prints! 


Stripes! Polka dot«! 


White! 
Black! 


Combination*! 


Lilac! 
Aqua! 


Navy! 
Natural! 


W’tsferia! 


Green! 
Wine! 
BETTY 
GAY 


109 FAST WASHINGTON ST. 


IS OUR SPtCIAUTY 
Come I11, let us demonstrate 
to you. 
No obligation to buy. 


SILVERMAN'S 
ECONOMY SHOE SHOP 
110 East W ashington S i. 


DO THIS 
■ Phone and tell us how 
• Phone and tell us how much money 
, you want 
• Then come in and get your money 
■ Convenient repayments to suit you 
■ $25 to $300 —no red tape 
NO CO M A H E R S N E E D E D 
G u a r d i a n 
F I N A N C I A L C O R P . 


Call >11*- A*k tor Mr 
(»ulta» 
OVER ISALY’S 
2*5’$ E u t W ashington SL 
New Castle, Pa. 


O ff/* // (/o r 4 
A V f/fi 


after spending 
home of Mr. 
Barge. 
Mrs. Cass Siubo 
ter. 
Connie 
Lee 
Michigan, are sper 
at the home of M 
Siwcynski 
Mr. and Mrs 
Mr. and Mrs W 
family, and Mrs 
daughter Shirley 
Erie on Sundav. 
Robert Frazier 
son. have return 
trip ?n Ijakc F’li 
fortunate in Ian 
measuring 27 Inc 
Mr and Mrs K 
famllv. and Mr 
Gibb and daugh'r 
week end gue^s 1 
and Mr* T. L Hoover 
Mr. and Mrs. Charles McBride 
and Samuel, Mary, and E hel Mc­ 
Bride, of Enon Valley, were Sun­ 
day visitors at the home of Mr. and 
Mr.* Stephen McBride. 
Mr. and Mrs W. V. Brooks and 
family, spent Sunday afternoon at 
the hom es of Mr. and Mr*. Sam 
I Stewart 
and Mr 
and Mrs. Firl 
Druchel of Fnon Vailcv 
Mr. and Mrs. Walt, r Barklrv and 
daughter 
Janet, 
spent 
Saturday 
night at the home of Mr and M rs 
; George Craven 
On Sunday they 
motored to Cook a Fore st 
Misses Grace and Brrtha G ra­ 
ham. George Graham. Mrs. Bert 
Easton, and Miss Williamson, of 
Emlenton, called at the home of Mr. 
and Mrs. E. J Douglass on Sunday. 
Mrs. Rat hel Fox and daughter, 
Miss Marie Fox. and Mr. and Mrs 
E. J. Miller, are making a tour of 
the New England States They plan 
to visit the Was Id’s Fair before 
tliev return. 
Mr. and Mrs John Down.ng and 
son. Richard, Mrs Gladys McKay 
and son, Pat. have returned to their 
home after spending two week* at 
the home of Mr and Mrs. Kenneth 
Downing of Birmingham, Ala. 
Mr. and Mrs. Edward Eppinger 
and daughters Belfy and Shirlev, 
and 
Mrs. 
Bernard 
Grocutt, 
will 
leave Friday to visit Mrs. Eppinger’s 
mother. 
Mrs. 
McCall 
of 
Russel! 
Kansas. 
Mr. and Mrs. Ray Earl and sons. 
Mr. and Mrs. R 
O 
Frazier and 
daughter, Mr. and Mrs. John Kiskcr 
and son. Peggy McCormick, Evelyn 
Cunningham. Lucille Brophv and 
Ralph Brooks, spent Sunday at Lake 
Erie. 
-BUT IN NLW CASTLE— 
Publish History 
Of First Church 


The history oi the First Presby­ 
terian church has been gathered 
and compiled in a small booklet, 
under the sponsorship of the Young 
People’s 
Christian 
Endeavor 
So­ 
ciety of that church. 
Accomplish- 
I; ments, advancements and home life, 
I centering in the church directly, with 
| material and data, assembled from 
i old church records and aged mem- I 
bers of the congregation 
are 
in­ 
cluded. 
Contributing to the success of the 
I pamphlet, which tells of the early 
struggle and victory of the group, 
are: Mrs. J. Norman Marlin, for 
assembling data: Carl L. Hanna, for 
eompilafion of dates; Rev J. J Mc- 
Uvain'\ P. J. Perry. Clav Aubel, 
Mrs. A. S. Webb and R H. Kirk- 
i Patrick, lor helpful advice. 
i 


On Court House Hill 


and a lo? of dead wood has been 
cut out Of them 
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REALTY TRAN* F I R i 
ha E Die ter!r ta Jdhn J Me­ 
(‘cord w arci. $1. 
ar 
Raving* 
A v ncia’ion 
to 
m Ora bui. Union iown.vhip, I! 
a Hobel Zura*k) 
to Jennie 
ì, third ward. $1. 
en* e 
E 
Àîlkon 
to Jennie 
. third ward »1. 
hen K I »pp *n Cl.are F Wag- 
’Ilmington tow neh!lp. $1. 
i* F Min?err to bUytnond H 
' a Wilmington $1, 
M 
Morrow 
to 
Robert B 
.second ward, $1. 
■e Z 
Kuhn 
?0 
George V. 
Mahoning town.-dlipv *1. 
e Z. Kuhn to 
G e o r g e 
V. 
Mahoning Uiurvd up. $1 
■er County Fedeial Saving* 
oan Association to Floyd J 
Ellpor* 
$2 800 
sari 
Malufirh 
!n 
Michael 


June 
Fri ci 


Nice 


sei 


Fr ( 
YTTOW 


w dl be held 
e*d of S a'- 
been in the 
% 
æ n tenet 


The 
county 
commi 
waiting now for the t:me to star* 
the Big R in flood prevent ion pro­ 
ject, in *he So .rh Side The com­ 
missioners 
have 
completed 
their 
share of the arrangements but there 


C.C.C. Enrollment 
Period Underway 


be woi 
completed 'he job will ge? started 


~ $ i i 
is 
m w c *•>TI E— 


Cox, 
El! 
H ik 
O r 
Kuhi 
On 
Kuhi 
Be 
¿4 Fifi 
Prruf 
M 
Malutieti 
and 
wife, 
ship, $1. 
Home Owners 


check* are attractive to 
FOOD *T AND ARDS 
nd the count v treasurer 
HARRISB URG. J u n e 29 —The 
Wedneaday that would 
Boa rd < ConsulIting Chem.*:* of the 
to nnor?, of us It wa* Buneau of FoocIs and Chemistrv of 
nr $34 859 37 the county » the S?ate De pa"iment of AgrictUtu: * 
he g««.« iline tax return 
at their c[uartei ly meeting di.scussed 
aie. TÎiis means that in ' new s*aindard* Íor and definition* of 
Hh pen od there was lotd 
food 
4 y 11»# r 
A number of food 
e CoUllt> 6.971 974 gal- 
m a r 11 f aictUffTS, 
about *o mant.fac­ 
>line 
ture ne w produet*. appeared before 
the boa,rd to prescnt their eases. 
Tie last ct * ire* r 
rt of the sum- 
me r was he id on Wed ne »daV r Yl 4>rn- 
mg 
’ welve cassea* be:its hear d J*idge 
W 
Walter 
Brah a it 
'.card 
fivii 
the m in cot rf room nu mber one a nd 
JtK ge Thorna V W 
D ckey hear d 7 
of 
hem in 
irt ro XT num ber ÎWO. 


•T W Moorehead. Lawrence eoun- 
t sp engineering problems to ty director of selection for the CCC 
ked out 
When these are 
. 
oday stated that the 
enrollment 
period is underway. 
Applications are being received at 
321 
South 
Mill street. 
Physical 
examinations will be conducted on 
July 
: 4 
and 17. 
on 
the 
third 
floor of the city buildinc. starting 
a; 8 a m Lawrence Countys quota 
is *00 while and three colored bovs. 
Successful applicants will be taken 
to New Cumberland. Pa. From there 
they will be assigned to the various 
CCC camps. 


to Ralph 
ll.üÖO. 


La 
Lombard, 


Perry 
tow ti­ 


ll Corporation 
fourth ward 


For the month* of July and Aug­ 
ust «and this includes the last day 


The trees on the old Bov If prop­ 
erty are much slimmer In appear­ 
ance today than they were two 
weeks ago. Tree trimmers have been 
giving them a hair cut and a mas­ 
sage and a few other things Mast 
of the trees needed trimming badly 


The Perfect Thirst Quencher 
SAUDI 
ICED TEA 


TODAY'S BEST BUY! 


N o w ! Th* Fam ous T 
' i r e 
s 
l o 
n 
e 
■ 
STANDARD TIRE 


The most sensa­ 
tional tire news 
o f the year—high 
q u a l i t y 
l i r e s t o o f l 
Standard 1 ires 
at n ew lo w 
price«. 


S ow this 103Q blue-ribbon G -E Refrigerator girts yon 
Selective Air Conditions 


S E E ^ 
Quick* 
1. Suk-Freezing Storage. • 1. Lew Tem­ 


perature with High Humidity Storage. « 


3. Moderate Tamperature. High Humidity 


Storage.« 4. Safety- Zone General Storage. 


G-F * different combinations of tem ­ 
perature and humidity keep foods at 
their fullest, fin e st fla v o r — preserve 
health-giving v it a m in s — p r o v id e the 
most practical low-cost method for food 
preservation known today. 
Both your 
food and your investment are sate in the 
General Flectric— it s ’ built for keeps'-' 


T ra vs that r e l e a s e 
t w o or m one cube* at a tim e 
-—f r e e z e u p t o 48 lbs. o f 
i c e in 24 h o u r s . G e n e r a l 
E le c tr ic 's N e w A d ju stab le 
I n t e r i o r A r r a n g e m e n t s . 


TO DAY’S PRICKS A R I 
LOWIST IN O-l HISTORY 


aad t t i f terras 


a rt a v a iia k ir 


fog» 
rite P o rter's 


LIFETIMEGUARANTEE 
NO T I M E ON M I L E A G E L I M I T 


ELECTRIC 
SHOP 
21 S. Mill Street. 
Phone 1851. 
(Near W ashington Sireetl 
GEI 
THl BUY ° r 
you *u fC 


FIRESTONE AUTO SUPPLY & SERVICE STORES 
GENERAL O' ELECTRIC, 


T K i e u . T H t i i T 
K t M i G t t A T O f t S 


M W CASTLE, PA., Nh WS, THURSDAY, JUNE 20. шзр. 
LLEVEN 
SEARS FIREWORKS BRINGS HOLIDAY SAVINGS 
BEFORE THE 4 
S a/e/ 


CUSHION 


яа\* a grxxi SID O'> 
r! 
Six u m i M p. 
.опг. 
*4 roils make 
« n f 
TLarge ftp I* 
Cftíoríuí floral cushi 
unng color». 


WATER REPELLENT 
G L ID E R S 


S i 7.95 
■ 
I 
CASH 


3 Pays Only! Friday, S aturday 4k M onday] Bass Seasons °Pens Saturday 


I*** a. 
U.I.a. И . TT*»V 
piped ш harm on- 
6 Cu. Ft. COLDSPOT 
All Steel! Sensational! 


Other Gliders from 
SI 0.95 to $29.95 


$2.50 DOWN! 
$5.<xi MONTHLY! 


Small 
Carrying 
Chiriff! 


Ф Kustkv> W ire Shelvps 
• Kin*er-Tip Tray RHrav* 
9 Interior Electric I if ht 
9 3-Inch Coidex Insulation. 
9 5-Year Protection Plan 


9 Glass lief rosi in* Tray 
9 All-Steel Construction 
9 Three 32-Cuhe Trav* 
9 7 lb*., 10 oxa. of Ice 
9 9-Point Cold Control 


Adirondack 
CHAI RS 


A *3.00 
Value! 
» *.6 9 


Fan hack and sett slanted a- 
.-t 
the right »n|.> 
Extra wide arms, 
handy for refreshment* or books. 


Record Savings On 
Lawn Chairs 
.98 
Limited 
Supply! 
*1 
All 
steel. 
Smart 
* .«hell 
back 
Baaed-on enamel finish Back frame 
Red. green, blue or yello* backs and 
seats. 


mWUOe 
KENMORE WASHER 
With 18-Gallon Tufa 


C am p S to o ls 25c 


9 Safety Sealed Kenmore 
Mechanism 
9 Never Need* Oiling 
9 I>onglife Oil-Sealed Economical 
Motor 


9 Wringer Has Bar Type Safety 
Release 
9 Rereraible Drainhoard 
9 2-Inch Semi-Balloon Roll* 


SLING CHAIRS 


O n e - p i e c e 
striped canvas 
seat 
Natural 
varnish frame. 
B a c k adjust­ 
able 
to 
four 
positions Folds 
flat — easily 
earned. 


18-IN. ZIPPER BAG 


*1.19 Value! 
E N T I R E L I N E O r 


Canvas. 
Rub­ 
berized 
lining. 
S e w e d 
t a b 
handle. 
Popu­ 
lar for carry­ 
i n g 
s p o r t * 
clothes. 
Saw ! 


Flashlight Batteries ea. 4 c 


//// s s " " / / , 
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8-Inch Arctic FANS 


»1.39 Vate»! 
19 


Induction type 
motor. No radio 
i n t e r ference. 
Green 
finish. 
With cord. Un­ 
derwriters list­ 
ed. 


2-Cell Lightmaster 


5 9 
AMERICA’S NO. 
TIRE VALUES! 


Buy First Tire 
at Low Regular 
Price and Get 
Second Tire for 


With Batteries 


Positive 
lock­ 
ing 
"on - off” 
s w i t c h ! 
Throws 
1.000 
ft. beam. Brass 
case, chromium 
plated. 


Shirts and Shorts ea. 15c 


POLO SHIRTS 


Cool, comfortable, 
easily 
«ashed — 
requires no iron­ 
ing. 
Kn.t 
cot­ 
ton. 
Solid wh.te, 
blue 
or 
maixe. 
Small, 
medium, 
large. 


TRAINING SHIRT 


Fine flat knit 
white 
cotton 
training 
shirt. 
Quarter length 
sleeves. Small, 
m e d i u m 
or 
large. 


4-Ply Allstate 
Famous Non-Skid 
or Rib Tread 


Buy the First 
Tire at List 
Price, the 
Second for *5 


F>f!-'fsted for safety, priced for 
SAvursri 
Compare 
with 
other 
makes costing 25'. more. 


New Allstate 
White Wall 
Safety Tread 


Buy the First 
Tire at List 
Price, the 
Second for »5 


The moat beautiful t:re you can 
put on ycur car. 
Famous ALL­ 
STATE Safety Tread gives extra 
»'■ «r—extra protection. 


GUARANTEED 18 MONTHS I I GUARANTEED 18 MONTHS 


S1ZF. 
5.25-17 
5.25-18 
5.50-17 
6.00-16 
6.50-16 


List 
S ile 
Price 
Price 
Î T ires i Tire» 
$21.30 $15.65 
22.10 16.05 
24.10 17.05 
27.00 18.50 
33.30 21.65 


l o t ' 
SAVE 
$ 5.65 
6.05 
7.05 
8.50 
11.65 


List 
Sale 
Price 
Price 
VQt 
SIZE 
f Tire* Ï Tire* SAVE 
5.25-17 ____ $25.80 $17.90 $ 7.99 
5.25-18 . . . . 
26.80 18.40 
8.40 
5.50-17 . . . . 
29.20 19.60 
9.60 
6.00-16 ____ 32.70 21.35 11.35 
6.50.16 ____ 40.40 25.20 15.20 


New Allstate 
Silent 
Safetv Tread 


Buy the First 
Tire at List 
Price, the 
Second for »5 


The safest, 
most 
silent, 
longest- 
wearing 
Allstate tire 
yet 
devel­ 
oped 
Pleet tested 
1.500.000 tire 
miks. 


GUARANTEED 18 MONTHS 


SIZE 
5.25-17 
5.25-18 
5.50-17 
6.00-16 
b.o0-16 


Lint 
Sale 
Price 
Price 
VO! 
? T ires Í T ires SAVE 
$23.50 $16.75 $ 6.75 
24.30 17.15 
26.50 18.25 
29.70 19.85 
36.70 23.35 


7.15 
8.25 
9.85 
13.35 


(leaner and Wax 


5 0 ' 


HURRY! HURRY! 


BUY A SET TODAY 
AT THESE AMAZING 
SAVINGS! 


Cake C a rrie r 79c 


• Four-Star” 
fea­ 
ture. . . . Cleans, 
polishes. 
Large 30- 
ounce can. 


Soft Polishing ("loth 


2 5 ° 


Bleached, 
h e a v y 
weight . . . 
No 
lint. 
A b o u t 
50 
square feet. 


SWIM TRUNKS 


Shape - retain­ 
ing. elastic rib 
knit. 
All wool 
worsted. Built- 
in 
supporter. 
Nat v. 
r o y a l , 
maroon. 
Sizes 
24 to 32. 


CHARCOAL GRILL 
И 


$1.50 Trade-In 
Allowance 


CHAMOIS 


6 5 
Worth 
$1 
First 
quality 
Highly ab- 
s o r b e n t . 
14x18 
nches. 


SIDEWALL PAINT 


4 9 ' p . . 


. 
. Dries 
Won't 
peel. 


A 
b a r g a i n 
campers 
w i l l 
welcome. . . . 
Sturdy 
s t e e l 
and wire grill. 
8x18 in. 
F o r 
speedy outdoor 
cooking. 


JIFFY FREEZER 
Enameled ( anners 
»1 29 Value! 


CROSS COUNTRY 
BATTERIES 


10 


Dark blue mot­ 
tled 
Roomy — 
holds seven 1- 
quart jars. 
20 
q u a r t 
liquid 
capacity. 


.75 


And Tour 
Old Battery 
A Four-Star Feature . . . Easily worth 
114 45. 
4f’f, more power units than 
standard, 6 more plates than stan­ 
dard. finest super-active oxides. Guar­ 
anteed 24 months. 


PREMIUM QUALITY 
100% Pure Pennsylvania 
CROSS COUNTRY 
Motor Oil 


It's the 25th birthday of Cross County Motor 
Oil and we re celebrating with this gift to vou! 
What a savings . . . what an oil! 
100'i. pure 
Pennsylvania, none finer at any price. 
Does 
not drain away . . . clings to cylinder walls and 
keeps your motor “sealcd-in-oil.” 


10-Qt Sealed 
Container........... 


5 QUARTS 


3 DAYS ONLY ш о и ш 


T a x Paid 
In Your 
Container! 


Meadowbrook 


Artificial 
BASS PLUGS 


A 35c 
Value! 
2 5 


EACH 


Jointed Bass 
Q C c 
Plugs 
each v v 


I) 
KNOTLESS GUT LEADER. 10 vd. Coil 
100 ASSORTED HOOKS 
BAKELITE LEVEL W IND KEEL 
50-yd. CASTING LINE, 18-ih. Test 
SOLID STEEL CASTING KOI) . 
TELESCOPE KOI) 
i j ’j o 
8»r ft. BAMBOO FLY KOI) . . . . . . 
$4.93 
TACKLE BOX with Kemoveahle Trav 
ACe 
BASS HAIR FLIES 
Each 1 
NATCKAL PRESERVED BAITS 
Bottle 1 5 c 
MINNOW SEINE 
cq® 
FLOATING MINNOW BUCKET 
M r 
METAL BELT BAIT BOX . 
Each 2 1 C 
AristO Irons ea. $ 1.9* 


•1-Stay Golf Bags 


Buy Now! 
*| 9 8 


Five inch 
In 
suede material, 
fabric 
t r i m . 
Slide 
fa - tener 
ball 
p o c k e t . 
Me’ai bottom 


Shawnee Golf Balls 


3 For 


biquui 
center. 
V u l c a n i z e d 
c o v e r . 
H a s 
within 
6 
per 
cere 
flight of 
t o u r n & m ent 
bail.-, 
A 
big 
value; 


Windsor Tennis Balls 3 for 69c 


TENNIS RACKET 
$ 2 ™ 


B e t t e r than 
imported 
rac­ 
ket of compar­ 
able price. Full 
bevel ash frame 
• • . Blue or 
white 
Other Rackets 
I p To S8.65! 


CROQUET SET 


[F - 
$ 1 5 9 


"-inch 
polo 
typo 


mallet, two bead­ 


ed str:ped stakes. 


s;x knurled balls, 
heavy 
ga.’. sm sed 
steel 
arches, 
in 
modern 
.;pr;gut 
rack. 
Soft Ball Bats 25c 


OUTBOARD MOTOR 


Powerful 
sing*, 
»¡r-cooied or wa­ 
ter 
cooled 
De- 
\ el ops 
3« 
c e ri- 
ft^d brake h 
p. 
*t 3200 r. p 
m 
Weighs 
only 
19 
pounds. 


O ther 
Motor* 


To 1*9. »5 


Strongly 
made. 
Com preyed 
cen­ 
ter Cottor. wound 
Smooth hor-ehde 
cover . 
H a n d 


stuched. 
Excep­ 
tional value 
•22 Shorts box of 50 17c 


.22 CALIBRE RIFLES 


Sale Priced! 


5 95 


Five shot 
re­ 
peated! 
24-in. 
barrel. Walnut 
finish s t o c k 
B e a d f r o n t 
sight 
iSee this 
value today! 


Gallon OUTING JUG 


»1 19 Valur! 


Steel, 
b a k e d 
enamel. Stone­ 
ware 
l i n e d . 
Ground co r % 
insulation Hi s 
drinking 
c u p 
top 
Buy now ! 
Cot M attress $1.69 


3-Pc. OIL SILK SETS 
19c 


> U R £ P E N N S Y t y A N l A 
IjAT*flD 


STOVE 
CAMP UOTS 


$ * 7 9 


T w o - burner 
Prentiss 
Web­ 
ers camp stove. 
Instant 
light­ 
ing. 
Built - in 
p u m p . 
Wire 
grate. G r e e n 
enameled ease. 


$ J 7 9 


Comfortable. . 


Sturdy. 
F o l d s 


flat 
Hardwood 
frame, steel plate» 
at 
center 
leg- 
Strong white can 
72x28 
va» vover 
inches 


II - 


S o v c 
M o n e y 
o n 
5 0 0 0 0 I t e m t 
.n 


S e a r s C o f o l o q , U s e O u r 
CATALOG ORDER SERVICE SEARS, ROEBUCK AND CO 


Soars Soi-i A n y th in g a n d I ve • у th in g 


I 
T o t o 11 n g 4 0 o » M ore on th e 


♦ 
E A S Y 
P A Y M E N T 
P L A N 


26 2* NORTH JEFFERSON STREET. NEW ( ASTI E PA. 
PHONE 5645 
STORE HOIRS: 
DAILY. 8:30 to 5:0ft; 
SATURDAY 
9:ftft 
1« 
6:00 


14.A ll) HAMMOCK 


. 
$ 2 . 9 8 


к в pok pi!lew 
Fruged 
val* tu 
Strong горе» 
!#хЯ0 inches 
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News Of Events Of World In Pictures 


f a mil y o F t v^ 
BUCKNER DEN lEfTf^ a t jd'c h a r g e~ 
What’s Mine Is Mine and W hat’s Yours Is Mine?- 


A sixteenth child I* bom to Mr*. H arry Fifleld, 3». 
wife of a Putnam , Conn., WTA worker. 
W hat i* 
news about thia is the fact it w asn’t a twin. 
Twelve of the new bom babe s sisters and brothers 
were bom twins! 
From left to right. front row, 


above, are Twin* Paul and David, aged 4; Char 
lotte, 8; Twins H arry and Elizabeth, 7. Back row 
same order, Twins Helen and H arriett, 9; Twin 
Franklin, 2; Papa H arry Fifleld; Twin Eleanor, 2, 
Twin* Della and Claire, 11. 


Denying charge* of fraud In con­ 
nection with the Philippine rail­ 
way bond case, W illiam P. Buck­ 
ner, Jr.. dapper young prom oter, 
takes the stand in New York 
court telling how he had done his 
beat to have the defaulted bonds 
redeemed either by the insular or 
United S tates governm ent. Buck­ 
ner pictured him self as a cocktail 
lobbyist and blandly acknowledged 
th a t in th at cam paign he never 
had supposed he “had to become 
a m onk.’* 


• * 
■ / 
- , 


! ? > 


K t , « 


* llPf 


Buck and Don Chapoton argue about their share 


1 S I' 
w SS 


I t ’s a tw o-w ay argum ent about a piece of w ater­ 
melon, with Buck and Don Chapoton. identical 
twins, doing the squabbling. Along sneaked a little 


pickaninny, a veteran to wabenrmlon feasting, a it 
he’s having no squabble at all. 
The a:ene is Gal» 
veston, Tex., where the w aterm elon season is on. 


GIANT 


William F. Buckner. Jr., testifying 


GUN ADDED TO SAN FRANCISCO BAY DEFENSE 


BROADWAY “RAVES” OVER HER., 
Marriage a “Joke” 


Miss Lulu Hatch 


Mias Lulu W inifred Hatch, 22, of 
Boston, Mass.. who hitch-hiked a 
ride on a truck while en route to 
the New York World s fair, ha* 
discovered 
th at 
the 
story the 
driver 
told 
her—to the 
effect 
th at he had a Justice of the peace 
m arry them while she slept in a 
Syracuse, N. Y., hotel—was just 
a "joke.” 


"Wool” Man at Fair 


This m ighty 100-ton 16*inch long range gun is to 
be placed at Fort Cronkhite. near Sausalito. Cal 
It will be one of two giant rifles m aking up the 
T ow nsej^bftU er)^com m anding^the M arin^county^ 


side of San Francisco bay. 
The gun. shipped by( 
rail from the W aterville arsenal in Maryland, has< 
a range of 28 miles and hurls a 2.000-pound shell 
^o f high explosives.! It is one ofJthe_ world » largest- 


KANSASWHE'AT-MT500TARLOADS!—0FF,TOMARKET; 


Carm en M iranda 


/And now’, from Brazil, comes Carm en M iranda to m ake a hit on 
Broadway. 
Carmen, who speaks only Portuguese, has a retinue of 
native songs, sur.g in her own inimitable m anner. 
The 
ra^e 
no­ 
tices began pouring in shortly after she made her appearance aft 
Broadway. 
Carm en is from Rio De Janeiro / 
Mother Consoles Tarred Count 


IJposui 


Liposut, a Chinese whose entire 
body is covered with wool instead 
of hair, has arrived in New York 
where he plans to exhibiw himself 
a t the W orld's fair. In getting & 
"hair” cut the wool Is sheared off 
him just as is dons to sheep. 


1900 Style* Back? 


These freight c a rs—part of the state-wide ship­ 
m ent of 1.500 carloads—roll m arketw ard loaded 
with Kansas w h eat-!In addition to this vast treas-^ 


ure of golden grain now In transit, much of Kan^ 
sas’ crop is stored In state elevators and on fanni^ 
^ Above are wheat trains at^W ichita, K as.f 
LOUISIANA SWEARS IN NEW GOVERNOR, EARL LONG 


C o u n ter M arguerite Cassini strokes her son’s bruised face as she eou- 
soles the Washington gossip columnist after tar-ard -festh er attack upo» 
him. The writer, Count Igor Cassini, charged three Virginia youths, 
freed in bond, as being among his attackers. 
CONVICT TRIO SHOT IN BATTLE 


äw eet 
Skit*ewl«*h 
Ni verson 


n M ichigan City, Ind., state prison hospital, seriously wounded b> 
no!ice during a gun battle in the prison, are Convicts Richard 
Alnhonse Skurew ich and Earl N iverson. 
Sw eet is a lifer on 
î k M M p m r conviction. Skusewich i. nerving * Lie term for m urder 
nnd Niverson 1» doing » 10-to-25-jear «tretcb for robbery. 


This hat, seen at the fashionabl# 
Longchamps 
race track, 
Pans, 
France, indicates a return to the 
styles of 1900 in millinery. The 
large picture hat of velvet has 
large 
ostrich 
plumes 
curling 
around the brim and down ovar 
the w earer's shoulder. 


Mr*. Long, suprem e Court Justice John R. Lund. retiring Gov. Rleberd Ceche end Go t . F.»rl R. l-nn, 


Whil# Louisiana officials continued their hunt for 
Jam es Monroe Smith, resigned president of Louis­ 
iana State university, who is accused of bilking 
three big bank* out of 2500,000, a new governor, 


Earl K. Iuong, was sworn in at Baton Rouge^ Pho 
shows, left to right, Mrs. Long, » « P " " 1* 
Justice John R. Land, retiring Gov. Richard I*che 
and the new governor. lx>ng. 


In Arms of Law—And How Î 


Joseph G. Roy. 23, of Dorchester, Mass., appears in an "I won’t talk" 
attitude after being held for questioning in connection with theft of a 
truck, recovered after a wild chase in which shots were £red. Boston 
polict in tmbracs with him are, left to right, Officers McCarthy, Hen­ 
nessey and Jones. 
(Central Pres$) 


SILVER SENATORS DISCUSS VICTORY 


Senator Thom as 
Senator P ittm an 
Senator M cCarran 


Discussing their victory in setting the price of silver at 77 57 cents 
an ounce, abolishing President Roosevelt’s authority to further de­ 
valuate the gold dollar and banning further purchases of foreign 
silver, are these three senators from silver mining states. 
They are, 
left to right, Senator Elmer Thomas of Oklahoma. Senator Key 
P ittm an and Senator P at McCarran, both of Nevada. 
All are 
Democrats. 


NEW ARMY GUN HAS 15-MILE RANGE 


This is the United States arm y's newest and longest ranged field 
gun, capable of hurling a 100-pound shell 15 miles. 
The big rifle, 
known as the M-l, in tests at Fort Bragg, N. C , reached a range of 
25,000 yards, its projectile blasting a hole 16 feet deep. 
The gun, 
developed by the arm y's own ordnance departm ent experts, is 
mounted on a 10-wheeled carriage which has a top speed of 12 miles 
an hour. ^ It is one of the biggest and most powerful field rifles ui 
the world. 
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THIRTEEN 
Baron Specials ! I New Officers 
Personal Mention 


( old Pack Canners 
59 


16 Qt. liquid 
capacit y. 
H oi'll 
fiv* 
1 -q t. j*r*. 


D u ra b le 
blu« « n a m - 
•1 with 
«learning 
w h it« 
a p ra y 


ROTARY RICER 


C o p p f r 
plated steel 
sieve w i t h 
r i gid 
steel 
frame and hardwood pedestal 
roller. 


Are Installed 


Order 
Of 
Builders 
Have 
Ceremony At Cathedral 
On Wednesday Night 


Jar Rubbers 
2 doz. 7 С 
Zinc Jar Caps 
doz. 21C 


M A N O R PU R E 
PAINT 


TANK SPRAYER 


$2 
.85 


3 Vi 
gaL 
ca­ 
pacity 
fair, 
s t e e l 
tank 
B r i n acre* 
collar and cap 
All edges on 
tank arc rolled. 


New Castle Chapter No. 1 Order jn oil City, 
of the Builders m et in the East 
Lodge room of the Cathedral. W ed­ 
nesday evening, and conducted the 
sem i-annual installation of officers. 
In a special ceremony, fathers of 
three 
members 
were 
given 
the 
pledge of non-M asonic fathers. 
The ceremony of installation of 
officers was conducted by the re­ 
tiring G rand M aster Builder. Jam es 
C, 
Cavill, assisted by the 
Grand 
M arshall, George Sloan 
Elective officers installed for the 
Camp 
ensuing term were: M aster Builder, city. 
Lloyd M. Thompson: Deputy M as­ 
ter Builder. OeWayne Gibson; Sen- 


Mrs. Phil G. Greer, Moody avenue, 
is vacationing in Cleveland. 
Miss Dora Winiek, Butler road, 
is confined to her home on account 
of illness. 
Mrs. Paul D. Weller of Clenmore 
boulevard, is confined to her home 
by illness. 
Mrs. Peter Leonard. 210 South 
Jefferson street, was a recent visitor 


Anthony Petrucci, West W ashing­ 
ton street, has concluded a brief 
visit in Cleveland, O. 
Mrs. Clara Ellis of Catasauqua, 
Pa., formerly of this city, is visiting 
with friends and relatives. 
Mrs. 
Roberta 
Estep, 
224 
Falls 
street, who has been vacationing In 
Catasauqua, Pa., has returned home. 
Norman 
Peters, of 314 
North 
Mill street, has left for a vacation 
Ar-Co-Ho 
near 
Evans 


at the home of Mr. and Mrs. L. M. 
Glitch, W est W ashington street ex­ 
tension. 
Janies Hvncs and Tom Ball of 
Pittsburgh, have concluded a visit 
with Mr. and Mrs. William Tindall, 
and Mr. and Mrs. Gilbert James, of 
John street. 
Mrs. Jennie Randall M artin of 
Cleveland has returned after visiting 
for a few days with her son. Wil­ 
liam Randall and family, of the 
Butler road. 
Mrs. Anna Finney and Mr. and 
Mrs. William Leonhardt and son, 
Lowell, of East New Castle, attended 
the Volant college reunion at Volant 
on Wednesday. 
Miss Mary Elizabeth Gibson of 
Pine street has returned home after 
a week’s visit in 
Bradford, 
Pa., 
W atkins Glen. N. Y., and the Fin­ 
ger Lakes region. 
Mr. and Mrs. William Twaddle 
and family of Aliquippa have con­ 
cluded a visit with Mr. Twaddles 


fer; 
Secretary. 
Mont 
L. 
Sweesy; 
treasurer, 
Richard 
H Thompson; 


I » Y o u r Container— 
Pure Turpentine 
4L 15c 


U tility All 
Spar Varnish 
qt. 37C 


SCREEN DOORS 
Galvanized 
ierren 
Wir*. 
31х*Л 
*1 .59 


Combination 
Storm Door 
with 12 
Ufhta giaaa 
.39 
*5 
With Screen 
and rlasa I 


R O O F I N G 
ROLL ROOFING 
108 sq. ft. Nails 
4 4 « 
and Cement inrlod- 
M M 
ed. 35 П» roll 
I I 
46-lb $1.10 
56-lb $1.35 
ROOF COATING 


1 12 gallon ca n . . . . 49c 
10-lb Can 
4 Q m 
Plastic Cement .................. 


Bates; 
First 
Steward, John 
H. 
Penm an; 
Second Steward, 
Law- 


( ASTINO REEI 


I^evel 


4 4 ft. solid 
steel rod 
$1.79 


Snell Hooks 
dozen 25c 


Full gallon Picnic Jug! 
Insulated to 
keep liquids hot or cold, chromed cap, 
unoreakable handle. 
Don't be with­ 
out u during the summerl 
L. B aron Hdwe. 
1221 MORAVIA ST. 
PHONE 3598. 


Brief summary of the way to a c t' 
Fatalistic philosophy is a great 
when introduced to a king at a help to a writer. 
He doesn’t p u ll. . 
, 
. 
. 
, 
. 
__ 
__ 
_ . 
garden party: 
Make a silly ass of his hair when the linotype balls up building 
on 
Wednesday 
evening - 
Mrs. Blanche Hogue of Enon Va 


George W. Hess, of Carlisle, Pa . 
Incn„u n Warrin, Qn. , has concluded 
a visit with his sister i mother, Mrs 
Jessie Twaddle and 
ior Inspector Joseph C .W ard m an , M 
w illiam 
T anner of Beckford family rf Croton avenue. 
Junior Inspector, Prank J. Shaf- Mrppt 
M rs. Alvah Stevenson of M artin 


Miss Sally Anne Rodgers of Bir- •vtre®t ha*s returned after spending 
Senior Over.-eer, Joe Carl Harper; mingham, 
Ala., 
is 
visiting 
Miss | 
"<*** visiting at the home of 
Junor Overseer. Louis J. WalLs. 
Charlotte 
Fee, 
of 
North 
Mercer j 
T» 
Appointive 
officers 
selected 
by I street. 
| family of G ranite City, Hi. 
the new M aster Builder and in- 
Mrs. J. C. Norris, and Miss Myra 
, ?5.s Ray McBride and son Rav 
stalled for the ensuing year, includ- McBride, of Los Angeles. Cal., are j ° 
'barren, O., have rrturned after 
ed the following: Chaplain, George visiting Miss 
Ethel Moore, of 212 I £¡25 . 
* a 
with Mrs. 
Me- 
A 
Green: 
M arshall. 
William T. Park avenue. 
B rides parente. Mr. and Mrs. Alvah 
Stevenson of M artin street. 
Albert E arhart of Masurv, O., ha.s 
„ „ j 
. . 
. 
. . . . 
. 
. 
(M.uinn 
nil /o 
M r- and Mrs. Merle M cIntosh of 
. 
, returned after visiting with his fa— i ti/nu«oa 
»ttnn,,m 
n ^ , 
.» 
, 
rence Cromie; Third Steward, Jesse thpr 
Joun Farhnrt and familv of ^Vallaco 
avpni^ 
a nd 
Mrs. 
Clyde 
C. Dufford; Fourth Steward. John 
Dpwev avenue 
' 
! Moser and daURhter NancV hav<1 re’ 
E 
Fisher; 
Sentinel. 
Charles R. 
w , 
,hflnman 
T^ acllr<1 
! t»™ cdfrom a few days vLsit with 
W alters associate Sentinel Glen H 
Chapm an of Leasure avenue, Mrs. Flossie Young of Kane. 
Ziegler 
****** 
S p in e l. Glen H. j 
m 
FYiday for Sans Souci. 
Mn? Jared Davis of M 


Members of the advisory board I ^nan. ‘ 
&I* 
! ln*ton S t ' who s t a i n e d an injury 
were then presented for installa- 
, 
K 
p’ 
| to her right arm. two weeks ago. is 
tion. They were: Carl E. Turner. 
Charles Gee of Rose avenue is in j somewhat improved. Mrs. Davies fell 
chairm an- L Miller Henley Loyal 
Jameson Memorial hospital, un- j down cellar steps at her home. 
J. Foster and Ralph B. Hayes. 
dergoing treatm ent for a felon on; 
Following the installation cere- one 
his fingers, 
monv. Jam es C. Cavill presented 
Mrs. Mildred Brocks. 5 West Edi- 
Lloyd M. Thompson the new M a s-, son avenue, ill at her home for the j from Albany, N. Y., where they have 
ter Builder w ith the authority of his past three weeks, is now convalescing been visiting friends and relatives, 
office, the charter and its gavel. A 
nicely, it is reported. 
Mrs. J., E. Thompson and infant 
few rem arks were then given by the 
Mrs. Elizabeth Vogan of Haus av- son, David, of Highland 
avenue, 
newly 
elected 
M aster 
Builder enue, is confined at home with in- are spending a 
week 
with 
Mrs. 
Thompson. He told of his plans for f juries sustained in a fall at her Thompson's parents, Mr. and Mrs. 
the new term and expressed his ¡home cn Wednesday. 
j George 
Waite, 
Shadyside 
Drive, 
thanks and appreciation to the re-; 
R B Proctor of Highland avenue. Youngstown. 
tiring officers for their cooperation wjjQ j 
^ 
confined to his home 
Mrs Bessie M urphy and daughter 


“ C 
n 
^ a r t u m " overdo L J 
'<^or «*» 
with an infected Bea, 
of 
Beaver "paiil 
anS 
M ^ 
Odev 
Paster ' who introduced ’the 
hand 1S *°m ew hat lmProved; 
Sarah 
G uthrie of Pittsburgh have 
sneaker of the eveninir William Ted 
William Tanner of Beckford St.. returned after visiting at the home 
Clarke, a past m aster of the Lodge A* Candiotto and sons Edward and of Mr. and Mrs. Gilbert James, of 
of Craft in 1931. who gave a very 
have returned home after John street. 
interesting and constructive address j a fishing trip to Lake Erie. 
Rev. o . G. Shingledecker, North 
on the subject of. “Builders Proving 
Bvron McCov of Peoria. 111., has J,efferson street- Jack Williams, of 
Ground. 
Mr. Clarke was asked by j r e tu r n e d after visiting for ten davs -^mithficId 
street. 
Charles 
Bacon, 
the C hapter to return in the near 
^ ls parents 
Mr 
and 
Mrs 
Grandview avenue and Bill Jones 
future and tell the member., of h i, J jm e , M c^> Sf M arnn ¡ S 
e 
t .............................. 
hobby. “Bees and TTieir Habits.” L .! 
„ 
J 
^ 
, 
J. Faster then gave a few rem arks,' 
and ^ s .I^ an 
Goodwin and 
congratulating the new officers. 
(children 
of 
W ilmington 
avenue.) 
Next meeting will be held in the j ave 
returned Jro/n 
New 
East Lodge room of the Cathedral I 
ere 1 ev 
l^ e ^ orIdfi T^lr 


Mr. and Mrs. H. I. Lamphicr and 
children R uth Ann and David of 
Meyer avenue have returned heme 


yourself. 
his best line. 


BE SAFE 


of West North street, have returned 
from a trip to Edinboro. 
Mrs. Verdie Stoops of California, 
Yor*. 
who’ is spending the summ er with 
her sister, Mrs. Harrv Barber of 
H arrison street, has left 
for two 
weeks visit with her brother. Jam es 
Morgan and iamily of Sharcn. 
Mr. and Mrs E. A. Anderson, and 
son, Jerry, of Haus avenue, and 
Mrs. J. E. Miller, of Dewey avenue, j 


Are your tires safe for holiday driving? 
Don’t take a chance, 
on a set of “Daytons" for savings, safety and service. 


Auto-Lite Batteries Take You and Bring You Back 


All Tires and Batteries Covered by a Written Guarantee 
MERIT OIL CO. 


29-33 NORTH JEFFERSON ST. 


Put 


July 12. at 7:30 o’clock. For th e ! ley has returned after spending a 
ceremony, the lodge room was beau- few days with her daughter. Mrs. 
tifully decorated with red and pink Elsie H uttcn and family of M artin 
rases, furnished by the committee street. 
n charge: Joe Carl H arper and 
Mr. and Mrs. Frank Moreau of I have been visiting for the past sev- S 
Mont L. Sweesy. 
i Johnstown, Pa., visited Wednesday eral days with Mr. and Mis. John 
Scorer, cf Akron, O. 
Mr. and Mrs. 
Anderson have returned home, b u t! 
Mrs. Miher remained for an in­ 
definite stay. 


AN OPEN LETTER 
‘ T o Our Customers and Friends 


JU N E 29th 
THE LADIES STORE, 
108 E. W A SH IN G TO N ST. 
N EW CASTLE, PA. 


TO ALL OUR CUSTOM ERS, 
N EW CASTLE A N D VICINITY, 
LAW RENCE COUNTY, PA. 


Dear Mesdames . . . 


We regret we do not have the time to write you all a personal 
letter regarding some very “exciting'’ news we have in store 
for you. 
For we just heard about it ourselves at the last mo­ 
ment. 
And we are head over heels in work preparing for this 
event. 


Hence this letter. 
We sincerely hope that all our customers 
and friends will see and read this letter. 
For this is really go­ 
ing to he our biggest surprise sale of the year. 
And we want 
all our customers and friends, “without exception”, here Friday 
and Saturday to share in this money-saving event. 


Our complete dress stock A N D WE MEAN EVERYTHING— 
new summer laces, sheers, beml)ergs, cottons, are all going to 
l>c on sale Friday and Saturday at the .MOST DRASTIC RE­ 
D U CTIO N S we have ever taken at the very height of the sea­ 
son. 


For example! 
Our new’ $5.95, $6.95 summer dresses will sell 
for only $3.99. 
Our new $7.95 dresses will sell for only $4.99. 
Most of our new $9.95 and $12.95 summer dresses will sell for 
only $6.99. And a complete range of colors, materials and sizes, 
from 12 to 20, 38 to 52. 


Our cheaper dress stock will also he reduced accordingly. 
A N D REM EM BER! 
This is all our regular new dress stock 
ONLY. 
Until Friday and Saturday, when we will be seeing 
you, we remain, 


У У 


! ! 


P. S.— We have some 
sensational values in 
C o a t s , 
Suits, 
Fur 
Coats, if you are inter­ 
ested. 


Sincerely Yours, 
EDW ARD HAIMES, Mgr. 


Mrs. Kilner 
Mrs. Devassie 
Mrs. Freeman 
Mrs. Rogers 
Jerry Flick, Salesgirls of 
The LADIES STORE 


r h e T r u t h A b o u t the 
C a s tle to n Hotel 


1.— To date we have been unable to reach an agreement 
with the management. 


2.— The striking employees have not returned to work. 


3.— We have repeatedly asked for a meeting with the 
stockholders and to date no attempt has been made 
to comply with this request. 


4.— The employees who have been hired to replace the 
striking men and women for the most part are not 
New Castle people. 


5.— We are reasonably sure the public will not patron­ 
ize any hotel operating contrary to modern fair 
labor standards. 


Wm. Haley, president, 
Local No. 262, 
Hotel and Restaurant Employees, 
New Castle, Pa. 


LOOK AT THE 
LUXURY 
LOW PRICE BUYS TODAY 


Sheriff Elser Guest 
Speaker Of Kiwanis 


Ohio Law Officers Tells Expe­ 
riences During Trouble 
Of »37 


: News Briefs 
; 
From City Hall 


ding ceremony for Britain's former 
King Edward VIII and Wallis Simp­ 
son. will don roller skates to per­ 
form a wedding ceremony tonight 
The 
clergyman 
said 
he 
would 
m arry a young couple in a Hollv- 
wood roller skating rink, with the 
entire wedding party on wheels 
The bride and groom are Gloria 


Sons Of Legion 


To Meet Tonight 


Sheriff Ralph Elser of Mahoning 
Pollock 
avenue, was reported 
to 
county, Ohio, whose headquarters police as having stepped 
in front 
are in Youngstown, yesterday told , of an 
auto assertly driven by Wil- 
memfcers of the Kiwanis club some Iiam Miher. 
217 
North Mercer 
of 
his experiences during the Ma- 
<?reet in South Mill street 
at D i\i- 
. 
„ 
. 
* 
sion street, at 9 p. m. Wednesday, 
h mng 
valleys 
1937 
steel strike 
wa5 removed to and treated at 
ct* * ff11!*« 
afv In° invitation o f ; tjie New castle hospital, then taken 
InRham ' a member of home 
His injuries consisted of in- 


Two bovs will be selected from the 
Brodine, 18. and Richard L. Morns. 
tVlo T 
Joseph Missore, age 31, has been 25. 
| Sens of the Legion ten.ght a^ 
missing 
since 
Monday 
from 
his 
—b i y in n ew c a s t l e — 
West Pittsburg home, police were 
p 
, p - m, 
, 
informed today. 
He is 5 feet b 
v/dJTu UI 1 xianKS 
inches tall, weighs 
135 pounds, has We wish 
to thank 
our relatives. .. 
. 
.. 
. . 
_ 
dark hair and when last 
seen wore friends and neighbors for kindness 
_ _fe_. 
on 
_ 
one 
d ~r 
either blue or black trousers 
and a nd sympathv extended during our 
low black shoes. 
recent bereavement; also for gor­ 
geous floral tributes and cars do- boys selected will be between 14 and 
76. of 801 
nated. 
18. 
MRS MARY HREBIK 
A procram of entertainm ent is 
AND FAMILY, also planned for tonight, including 
Adv It* 
motion pictures. 


meeting in fhe Legion Home to i - 
lend the state camp for boys at Tn- 
riiamown Gap 
In order to make 


R. H. Blewitt of the Pern' S. Gaston 
post will hold an ^xam inaticn 
TT.*3 


Frank Balgsari. age 


YOU HAVE TO SEE . .» to drive the new De Soto to really appreciate 
what your car dollar buy*. This sensational car is bigger . . . more 
luxurious than ever . . . with a list of amazing new features. It’s truly 
hard to believe what De Soto today is offering the thrifty buyer. 


SEE YOUR DE SOTO DEALER 


FOR A GREAT CAR, FINE SERVICE AMD A SQUARE DEAL 


juries to his nose, elbow and hand. 
—BI T IN MTV CASTLE— 
REV. JARDINE TO 
WED 
COUPLE 
AT 
SKATING RINK 


VENTILATING DUCTS 


For Automatic Heat and Air Control 


SHEET METAL FLASHING 


C O P P E R TH К Г -WALL FLASHING 
C O PPER MI LLIONS 
C O PPER ROOFING 
C O PPE R SPA N D R E L S 


. . . Used in the Construction of The Pennsyl­ 
vania Power Company's New $3,000,000 G ener­ 
ating Plant. 


B v ---------- 


MORGAN-BURROWS 


DeSOTO AND PLYMOUTH DISTRIBUTORS 
25 North Jefferson St. 
New Castle, Pa. 1рпс* State college during the 4-H 
club week from August 16 to 19 
Tile group Will ШС(Ч at the home 
■ _ --------------- 
— 
........... 
- - ........ — 
Of R o b e r t 
M( F a t e in Eden burg Of) 
July 12. 


The News By Mail, One Year. $5.00 


Kiwanis. and was introduced to the 
club by William E Langan. chair­ 
man of Kiwanis’ program comm it­ 
tee. 
Speaking in the E lts club, the 
Ohio .-heriff warned the club “to 
beware of the enemy from w ith­ 
in.’’ and said America today needs 
------------- 


In .,!? 
.IS, Г / * ir° m , ' 4 
G n . . r n » l l o n * l N . . . S ervice ) 
o u tsid ef 
аПУ 
HOLLYWOOD. June 2 9 -T h e Rev 
The address, one of the finest the j * 
Ч Й 
d u b has listened to In months, was 
Й ? “ ^ L ,1 
i l l Li!, 
largely devoted to the sh eriffs own 
performed 
experiences durinR the 1937 trouble. 
—BCY IN NEW CASTLE— 
NORTH BEAVER 4-H 
CLUB HAS SPEAKER 
D H. Ricks acting county agent, j 
was guest speaker at the meeting 
of the North Beaver 4-H club held 
at the home of Howard Gwin in 
Besemer on Wednesday evening. 
Plans were discussed for the 4-H 
picnic to be held on July 28, at Cas­ 
cade park. 
Howard Gwin and Wilbur McCm*- I 
ley were chosen as delegates to at- 


TODAY 


We join with the people of New Castle in Extending 
Congratulations to the 
PENNSYLVANIA POWER CO 


May your new. modern Power Plant prove to he a ;reat 
asset to this community. 


I I A 
D 
V 
r 
T 
A 
A 
A 
6 9 
P 
l / t n 
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32-34 N. Mill St. 


G. A. PERRY CO. 


S HOUR 
CRUISE 


ON LAKE ERIE 


Sunday, July 2 
Tuesday, July 4 


By Bus and Boat 
Round 


T r ip 


Russes Leave 7:05 A. M. 


ONE-DAY R O U N D TRIPS 
July 2, 4 and 9. 
Good going till noon. 


$ 2 - 7 5 


CLEVELAND 
. . . . ..............$1.75 
WARREN ...................... . .. $1.00 
AKRON 
.............. 1.75 
YOUNGSTOWN 
........ ............75 
CANTON 
.............. 2.00 
SALEM 
.......................... ___ 1.50 
KENT 
.................... .............. 1.75 
EAST LIVERPOOL .. . . . . 1.75 
RAVENNA 
1.75 
LISBON 
........................ 


315 S. Croton Ave. 
New Castle, Fa. 
PENN- О Н Ю Ш 
( entrai Square 
Phone 3.900 


Get Joyful 
Relief From 
BACKACHE 
t 
Caused by Sluggish 
Kidneys 


Stop Getting Up Nights 
And Feel Younger 


H e r e * one good way to fl u s h e x ­ 
c e s s h a r m f u l w a ste fr o m the k id n ey s 
and 
le i ie v e 
bladder 
irritation 
th at 
o ften 
саинея 
»cant у, 
b u rn in g 
and 
« m a r t in « p a ss a g e 
Аяк 
y o u r druKxist 
for a 36 <ent 
box o f Gold Medal Haarl em (Ml Cap­ 
s u l e « — a splendid s a f e and h e r m l e s « 
d iu r e t ic and s t im u l a n t f«>r weak kid 
ne\.s and irritated bladder. 
R esides 
g e t t i n g 
up 
nialita, 
s o m e 
s y m p t o m « o f kidney trouble m ay tie 
b a ek a rh es 
p u ffy 
ev rs. 
Ick 
tr a m p s, 
and m o ist palms. 
But be «tire to «et 
G O L D M E D A L 
it * a g e n u in e m e d i­ 
cine 
for 
u e a k 
k i d n e j s — r ig h t 
from 
H a a r l e m in Holla nd. 


FURNITURE BUYERS/ 
H E R E A R E T H E || BEST VALUES OF 
THE 1^39 FURNITURE SEASON. SA\>£ 
UP TO 
6 0 % O N t h e s e s a c r i f i c e 


2— $42 9x12 Smith Axminster Rugs, gre^n . . . .$23.95 
3— $54 9x12 Royal Wilton Rugs, blue 
...................33.95 
1— $89 Modem Kenmar Living Room Suite, rust $49.50 
2— $119 Modern Keystone Living Room Suites, green. . 
........................................................................................$69.50 
26— $6.95 9x12 Felt Base Linoleum R u g s 
$3.33 
350 Yards Felt Base Linoleum 
per square yd. 29c 
2— $185 Modern Blonde Bedroom Suites . . . $114.00 
3— $79 Modern Walnut Bedroom S u ite s 
$49.00 
1— $89 7-piece Moderne D in ette......................... $59.00 
2— $129 Modern Walnut Dining Room Suite . $69.95 
2— $19 Tapestry Covered Lounge C h airs..............$9.95 
PIQIIPR’Q 
l i q u i d a t i o n 
I I w V l k V l 
V SURPLUS STOCK 
SPECIAL SALE STORE R O O M 
203-205 E. WASHINGTON ST 
OOBMEB or M ILL 8T. 
NEXT DOOR TO ISALY’N. 


f o u r t e e n 


News Daily Cross Word Puzzle 
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i 
2 
3 
u 
5 
6 
% 
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S 
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% 
IO 
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II 
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21 
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% 
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3 / 
3 2 


% 
/ / / 
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3 3 
% 
% 
M-17 


ACROSS 


1—Kind of 
cloth 
7—One of the 
48 state» 
8— V iscid 
10— Hint 
11 — A se a l 
13—Shanty 
14—Lad 
13— Single unit 
16— Like 
17—A metal 
18—Language 
of the 
Scotch 
highlander» 


19—Transform 
21— Ensnare 
23— East by 
northeast 
(abbr.l 
24— Pronoun 
25— Ever 
(contr ) 
28—Conjunc­ 
tion 
27—Strife 
28—To go to bed 
30—Winnow» 
31—Adorn 
32—Shabby 
33— Reclaim 


14— Storage 
compart* 
ment 
17—Summit 
18— Sooner than 
19— A teamster 
20—Conclusion 
22—Musical 
pipe made 
of a stem 


24—Numerous 
26— Coffers 
27—Track left 
by a vessel 
29—A frozen 
dessert 
30— Pro 
32— River in 
Italv 


Answer to previous puzzle 


1—To look 
sullen 
2— Female 
sheep 
8— Symbol for 
radium 
4—Off 
3—A resinou» 
substance 
6—Admonish 


DOWN 


7—Founder of 
Troy 
(Gr myth.) 
0— Japanese 
corns 
10—To hire 
11—To as­ 
semble 
12—Seesaw» 
Coprnght 
lo ts King Fe*rure* Sm dtctu, Im 


ON THE AIR TONIGHT 


(EA STER N ST A N D A R D TIM E) 


6:00 P. M. 
KDKA—Easv Ace5. 
WCAE—Pleasure Time: Fred W ar-j 
in f. 
WJAS—Amos ’n Andy. 
6:15 P. M. 
KDKA—Mr. Keen. 
WCAE—Vocal Varieties. 
WJAS—Matty Maineck Orchestra. 
6:30 P. M 
KDKA—Mirth and Melody. 
WCAE—Mulled Music. 
WJAS—Joe E. Brown. 
6:45 P. M. 
WCAE—Inside of Sports. 
7:00 P. H. 
KDKA—Romance and Rhythm. 
WCAE—Rudy Vallee Hour. 
WJAS—Kate Smith and Company. 
7:30 P. M. 
KDKA—Smiles Parade. 
8:00 P. M. 
KDKA—To be Announced. 
WCAE—Oood News Of 1939. 
WJAS—Major Bowes Amateur Hour 
830 P. M. 
KDKA—Governor's Dinner. 
9:00 P. M. 
KDKA—Bill Marshal] Orchestra. 
WCAE—Music Hall: Bob Bum s. 
WJAS—Philharm onic Concert. 
9:15 P. M. 
KDKA—Lee Shelley Orchestra. 
9:30 P. M. 
KDKA—Music As vou Like It. 
9.45 P. M. 
W JAS—American Viewpoints« 
10:00 P. M. 
KDKA—News: Sports 
WCAE—Norman 
Twigger: 
news: 
music. 
WJAS—News with Ken Hildebrand 
10:15 P. M. 
K D K A -A A A 
Weekly 
Tour: Jar 
Savitt Orchestra. 
WTCAE—Lawrence Wrlk Orchestra 
WJAS—Larry Funk Orchestra. 
10:30 r. M. 
KDKA—Tommy Dorsey Orchestra. 
WCAE—Buckley-Burton Band. 
WJAS—Charles Baum Orchestra. 
10:45 P. M. 
WCAE—Bob Crosby: Music. 
11:00 P. M. 
KDKA—Mai M allett: 
11:30 
Artie 
Shaw. 
WCAE—Harry James: 11:30 Freddy 
Martin: 12 Jack McLean: 12:30 
Red Norvo. 
WJAS— Dance Orchestra 
—BUT IN NEW CASTLE— 


8:45—Announced. 
9:00—Music of Today. 
9:15—Church in the Wildwood. 
9:30— Homemakers Hour. 
9:45—Home Folks Frolic. 
10:00—On the Mall. 
10:15—Old Refrains. 
10:30—WPA Program. 
10:45—A. Alfred Taylor. 
11:00—Musical Workshop. 
11:15—Susan and Bob. 
11:30—Secret Diary 
11:45—Rhythm Makers. 
12:00—Noon News. 
12:10—Town Crier. 
12:15— 1250 Revue. 
12:40—Good News. 
12:45— Farm Flashes. 
1:00—Music Graphs. 
1:15—Tropical Moods. 
1:30—Magic Money. 
2:00—Concert Hali. 
2:30—Geneva College. 
2:45—Sam and Gfenn. 
3:00—Sports Roundup 
5:00—Lets Read the Funnies. 
5:15—Lucy Ann Hubert. 
5:30—Memory Lane. 
5:45—Music of Today. 
6:00—Evening News. 
6:10—Base Ball Scores 
6:15—To Be Announced. 
6:30—Hear Yourself. 
6:45— Sports Review. 
7:00—Moose Program. 
7:15—WPA Program. 
7:30—Jr. Chamber of Commerce. 
7:45—Master Singers. 
8:00—Sign Off. 
—BITE Of NEW CASTLE— 


DAILY DOZEN 


(From the Medical Society of 
the State of Pennsylvania) 


♦ ♦ 
4B m mo o o * 4 


Wheeze 
and 
Itch 


W. K. S. T. 


1250 KILOCYCLES 


Friday, June 30, 1939 
7 00—Inter-city Jamboree. 
7 30—Musical Clock. 
8:00—Earlv Edition 
8:15—Rhythm Kings. 
8 30— Melodv Time. 


The 
Sneeze, 
People. 
There are about 2 000,000 of them 1 
in the United States. 
They are the hay fever sufferers. , 
They can anticipate their trouble I 
alm ost to the day. 
Hay fever is seasonal in this partj 
of the country. 
There are Spring, Summer and 
Fall t>pes. 
They are caused by pollens from I 
tree, grass or weed. 
April hay fever comes from the ! 
Oak, elm, maple, birch, etc. 
In 
June 
and 
July the 
grasses 
bring on the complaint. 
Ragweed pollen is the chief cause 
of fall hay fever. 
Pollen extracts are effective in 
some hay fever cases. 
Others just suffer—or go away 
from here 


COMPLETE SELECTION OF 
BLUEBIRD 
ÎJ RECORDS 


Hs STOCK AT ALL TIMES 


35c E a c h o r 


3 
for 
.0 0 


AI mi » wide selection of Victor and Victor 
Bed Seal Records 
25c WEEKLY 
H A N E Y ' S 


OPPOSITE POST OFFICE 


NEW CASTLE, PA., NEWS, THURSDAY, JUNE 29, 1939. 


BLONOIE 
A GLUTTON FOR PUNISHMENT 


~ 1 , 
Ä 
/ rrs six o p 
$ ,» • ! J 
O M E A N D A 
~7 k a l p d o z e n 
’ 
- O P T U E 
O T U E R 


BY CHIC YOUNG 


W c i, 
rs a /*"* A k i \ 


JOE PALOOKA 
mm 


M U G G S A N D SKEETER 


HO PR AID. HIM 
MY BROTHER. 
HIM PIND AND 
BRINS ME.YO' 
LOOSE EET 
HUH? 


RUN!RUN! 
N 
I 
H 


ill 
f 


HAHA.WHATTA 
YOUSE KNOW 
ABOUT THAT? 
AINT IT GREAT? 
I'M CERT'NY < 
GLAD T'SEE 
YOUSE, SREY 
CLOUD. 


Cel 


—. 


l \ . 


* G O O D G O S H 


J O 
E — J O E - - 
T H ' B E A R ' S 


G O I N ' F E R 


K ’ I M 
/ 


BY HAM FISHER 


l#LL GIT M M - ^ 
WITH THIS OLE i 


HEX MUGG51! HAVE VOu 
SEEN TH' RING THAT'vTEBRIBLE' 
TERENCE GAVE SISTER LAST 
NIGHT»! SHE JUST SHOWED (T 
TO M AQ y JO a n d m b i! IT'S 
A N E N G A G E M E N T RjNG!! 
A S BIG A S A g o o s e - e g g . 1: 


By WALLY BISHOP 


HEY, 
SISTER!! 
SHOW M uoas 
YOUR MEW 
RJNGÜ 


THERE YOU ARE !! ISN'T IT 
LOVELV? AREN'T YOU HAPPy 
TOR M E ? DID YOU EVER 
SEE ANVTHINS MORE 
BEAUTIFUL? WELL, WHV 
DON'T YOU SAY SOME' 
/ v 
37 THING ?...I'LL BET 
-¿ V YOU'RE JEALOUS!! 


BIG SISTER 


' i i m 
.......... 


i»| 
U f F.tffW 0#r* 
By LES FO RGRAVE 


1 OONÏT SEE. HO\N I VO Ni GO AHEAD VM\TeA 
WHAT VSfH P L A N N E D APTE73. TvAE WAY X’VS. 
AdTTHD! AND TU\S M Ä V O O O 
SUCH A 
PINE M A n ì. 


ô 
' 
\ \ 
i \ 


j i ltyj/jL 


V i V 


ETTA KETT 


THE M iQ A CLEW A S MAPPCn c D / H x 
FOC FiFTT 'ICACS I've SEAÍ2CM5D / 
"on Tviir m c p ip - o ^ erne q n a l r i 


IV • 
By PAUL ROBINSON 


XOJ tCNOW WHAT THAT M e AN 5 
P o cx ^ iO lD 8 o v / you a n o I 
WILL 8 ? KfOS A6AIN 
EMGJ2V80CW 
WILL B E 
YOUN6 


RlöK T/ WEIL TUON BACJC THE 
] 
LIKE PAGES or A SOOtC-'j 
WHN.ONC OOC'P OF THIS AND 
'iOU QC'dLO W!N A J17TEÎ23U6 j 
i n 
i ¡a 
r OH, 
j SOiS 
IVOUNS 
\ A6A¡iN * 
r * 


MEAN NO 
<3QOW!NG 
BAlO -" NO 
0 2 AT HAJf?.* 


BRINGING UP FATHER 


DOM'T VOU GE*T U P 
A G A IM -D E A Ç -H E 'L L 
S T O P C P V IN 0 S O O N - 
ME IS B O U N D T O 
G E T T I P E P - I N O P E - 


VOU M U ST G E T 
SO M E P E S T - DEA £ - 
IT IS KJEARLV 
KAOPM ING 
AMD 
V O U W ILL HAVE 
T O G O T O 
W O P K S O O N J- 


»-i.r 
' O 


BY GEORGE McMANUS 


WELL-AT LAST THE 
BABY IS ASLEEP-HE 
CPIED ALL NIGHT-THE 
POOR LITTLE DEAR- 


VJgS *. 


a V- JTy" 


VES-AND I 
LISTEMED 
TO H!M- 
t h a n k 
GOOD MESS 
NJOW I k'!M 
TAKE A 
SMOOZE- 


WILL VOU STOP THAT SMOPIMG ?\ 
DO VOU WANT TO AWAKEN THE 
BABY WITH THAT POG-HORN 
OP VOUPS ? GET UP - 


IO!» 
U ’ A .. .L,« 


\ k X ¿Q.-r'. 


BRICK BRADFORD—And the Metal AAonster 


WHEN VOU REACH THE ROBOT, BAIKO, FASTEN 
THIS CHAIN ABOUT IT.' 
MEANWHIIE, THE OTHER END OF THE CHAIN IS 
MADE FAST TO THE REAR AXLE OF THE CAR — 


By WILLIAM RITT and CLARENCE GRAY 


SOMETHING WRONG HERE .' bLAD 1 
I BROUGHT MY 6UN / 


I SEVENTH WARD NEWS j 
♦ 
♦ 


Ready For Seventh 
Making Progress 
Ward Day At Power 
On New Sewer In 
Plant On Friday 
South First Street 


Free Treimportation For Adult* City 
Workmen 
Have 
About 
To Be Furnished From 
Sixty Feet Of Excavation 
Seventh W ard 
Already Made 


Ev^r Thinj? was rejxirted today as 
being in readiness ior the Seventh 
Ward Day celebration in conjunc­ 
tion with the opening of the new 
Pennsylvania Power Company West 
Pittsburg plant on Frfttay. 
In order that all persons in the 
ward who wish to attend the pro­ 
gram may do so, free transportation 
to West Pittsburg is being arranged 
bv the Seventh WTard Civic club 
According to Harry Elder, trans­ 
portation chairman for the club 
cars will be available at 7 o'clock 
on Cedar street, between Madison 
avenue and Cherry street 
Chairman Elder also stated that 
children not accompanied by then 
parents will not be given transpor­ 
tation to the plant. 
Members of the Seventh Ward 
Progressive club, it was learned, are 
also cooperating in this transpor­ 
tation project, and plan to furnish 
a number of cars. Mr. Elder stated 
today that he would like the co­ 
operation of ward motorists. 
Any person who has a car and 
would like to take a person with 
them to the power plant should 
report in iron* of the Mahoning 
school at 7 o'clock Friday night. 


PAINTERS WORKING 
AT 
ST. 
LUCY’S 
CHURCH IN WARD 


A crew of painters are busy at 
work putting a fresh coat of paint 
on St. Lucy’s church in the Seventh 
ward 
This is a brick church and the 
addition of this new' coat of white 
paint will add a great deal to the 
appearance of the building. 


Fine progress is being made on 
the construction of a new sanitary 
sewer in South First street in Ma- 
honingtown. 
Although city work- 
have been busy but a shoi t 
an excavation of about 
60 
in lensrth has already been 


men 
time 
feet 


This sewer has been needed on 
South First street for many years, 
but its erection has been put off 
until the present time, when a re­ 
quest from.the residents on 
the 
street, brought definite action. 
This excavation 
begins 
in the 
middle 
of 
Lafayette 
street, 
and 
goes back along South First street 
towards Montgomery avenue. Traf­ 
fic on Lafayette street is somewhat 
hindered as the excavation extends 
just past the middle of the street. 


Record Crowd At 
Concert In Ward 


Relay 
System 
Provided 
To 
Give Fight Fans At Concert 
Chance To Hear Bout 


K *k 
Softness and fleti- 
1?5 
bilir>-—<comfort and 
bright summer col­ 
ors are the claim 
to fame made by Moccasin Kedettea. 
Colors are summers own. They're 
washable, too! 


In order to hear the WPA band 
concert 
played 
Wednesday 
night 
at the bandstand 
in 
the 
Liberty 
street park, a record crowd for the 
park gathered. This concert was 
the second in the series of concerts 
planned this season by the Seventh 
Ward Civic club, for the ward peo­ 
ple. 
1 
Under the 
joint 
leadership of 
Ben 
Shulansky and Harry 
Ham­ 
mond, this popular band played a 
mixed program of classical and pop- 
I ular music. 
In addition to the concert a relay | 
I system was provided at the band- 
■ stand, 
whereby fight fans, 
who 
were present were enabled to hear 
the account of the championship 
fight. This was tried at a previous 
concert and found to be quite pop­ 
ular in the ward. 


Civic Club Has 
Special Session 


Noon 
Meeting 
Brings 
Forth 
Favorable 
Report 
On 
Coming Benefit 


days at the home of the former's 
mother and brother. Mrs. Kesel and 
son. Otto. 
Charles 
Gaul 
left 
Sunday 
for 
Chautauqua-on-the-Lake. where he 
will have work for a short time. 
W. G. Inboden spent the week­ 
end with his daughter and her fam­ 
ily, Mr. and Mrs. Ed. Rowland, in 
Conway 
Mrs. Charles Kale and son, Wil- 
mar, spent the past week with Mrs. 
Kale’s brother and his family at 
Toronto. 
Laura Rhodes, Mrs. Conders and 
J. Grabel, of Pittsburgh, spent the 
week-end at the Rhodes’ summer 
home here. 
Mr. and Mrs. William Simpson 
and family spent the week-end with 
the latter’s mother, Mrs. Hamey, in 
Massillon, O. 
Mr. and Mrs. George Kesel and 
son. of Pittsburgh, spent Sunday at 
the home of the former's mother 
and brother, Mrs. Kesel and son, 
Otto. 
Mrs. 
Elizabeth 
Reithmeier. 
of 
Pittsburgh, spent the week-end at 
the home of her daughter and her 
family. Mr. and Mrs. J. W. Mc- 
Roberts. 
The Young Ladies’ Bridge cluo 
was pleasantly entertained at the 
home of Mrs. Herbert McRoberts 
near Darlington, last Thursday e\e- 
ning. After several games of bridge 
were played and prizes awarded 
those having high scores, the hos- 
! tess served her guests a very tasty 
lunch. 
—BUY IX HEW CASTLE— 
Allocations Are 
Made To Hospitals 


Jameson Memorial hospital has 
been allxated $27,000 in state funds 
for the next two years, it was an­ 
nounced 
touay 
from 
Harrisburg, 
when the list of hospital appropria­ 
tions was announced. 
The appro­ 
priation for practically every hos­ 
pital was cut. the Jameson being 
cut from $31,000 to $27,000. 
The 
Ellwood City hospital is allocated 
$11.100, instead of the $11,800 orig­ 
inally passed. 
—BUY IN NEW CASTLE— 
TURNPIKE PROJECT 
HARRISBURG, 
June 
29.— The 
Pennsylvania Turnpike Commission 
has called for bids to be opened June 
30 and July 7 for 10.51 miles of con­ 
struction, including a cut of ap­ 
proximately 106 feet deep on cen­ 
ter line, and the top of slope will 
be about 175 feet above grade, in 
Bedford county. 
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Dr. Heaton Will 


FIFTEEN 


Return To Pulpit 
On Sunday Morning 


Dr. C. H Heaton will be back in 
his own pulpit at the First Baptist 
church Sunday He has served as a 
delegate to the Northern Baptist 
convention at Los Angeles and will 
preach both morning and evening 
Sunday on vital questions under 
consideration at this national con- 
I vention. His subject for Sunday eve- 
ining will be the Baptist attitude 
toward church union. He delivered 


an address at Los Angeles on this 
subject which may have tended to 
influence the action of the conven­ 
tion as to the expression of its at­ 
titude 
After an absence of 
two 
Sundays his congregation will greet 
him Sunday morning. 
- n t 'Y IN NEW CASTI.E— 


a n o t h e r s t u d e n t 
BECOMES PILOT 
Another aviation .student at the 
New Castle airport became a full 
fledged pilot Wednesday, w'hen ne 
soloed for the first time, the flight 
training ship of William H. Ice. 
George 
Finamore 
of 
Highland 
Heights is the new flyer, and ac­ 
cording to Instructor Ice, he made 
three very fine landings, using the 
new runways at the field. 


VENDOL IS QUICKEST AND BEST 
MEDICINE I HAVE EVER TRIED 


Bessemer, 
Penna., 
resident 
»ays it seemed no time be­ 
fore the sour, acid indiges­ 
tion 
and 
gas were 
gone, 
nerves 
calm, 
and 
other 
troubles checked after Ven- 
dol relieved constipation. 


The remarkable power of Vendol 
seems to beat the very peak when 
combatting troubles associated with 
constipation or the need of a diu- 
I retie to the kidneys, which appear 
in the form of acid indigestion, j 
1 nervousness, lack of appetite and 
strength, painful aching * muscles, j 
night rising, and similar harassing 
inorganic complaints, 
Vendol gives 
1 the most satisfying relief from con- 
| stipation. sharpens the appetite for ! 
wholesome food to replenish the 
blood, helps cleanse the body of 
wastes, which in turn promotes a 
rapid return of tone throuhout the 
; body. Mr. Tony Kucel of Bessemer, j 
1 Pa., near this city, told the Vendol 
! Man in Eckerd's Drug Store of his j 
) happy experience with this medicine 
as follows: 
“For sevaral year I w?as daily con­ 
stipated which made me suffer from 
excess 
acid 
condition, 
gas, sour 
stomach, palpitation, and nervous­ 
ness. which often extended into the 
i niht so that I couldn’t rest well. 
[ Seemed everything I ate disagreed I 


MR. TONY KUCEL 


with me. and many times I’d feel 
dizzy spots before my eyes. 
“But I feel like a new person 
since I took a treatment of Ven­ 
dol. 
It gave the most satisfying 
relief from constipation, then all 
the t roubles just passed away. 
It 
didn’t seem any time till I could 
eat hearty meals yet never have 
any trouble as before, and I sel­ 
dom ever get up at night. 
I m 
thankful for Vendol and recom 
mend it to everyone." 
^ 
All leading druggists sell Vendol, 
and because it is so reliable and do­ 
ing so much in this city and near­ 
by towns, it is winning new friends 
daily. Give it a chance to help you, 
too. 
Come to Eckerd’s Drug Store, 
118 E. Washington St., and let the 
Vendol Man explain all about It 
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— 
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MILL STREET 
MARKET 
30 North Mill S t 
Free Delivery 
Phone S91B 


Baby Beef Liver, 
j 0 
q 


Sliced Bacon, 
....... 19c 


Pork Loin Roast, 
4 f a 
end cuts, lb ................ 
I w 


Round Steak, 
best cuts, lb................ 


Center Cut Pork 
9 R C 
Chops, l b ..................... 


In a special session at noon on 
Wednesday, 
members 
of 
the 
Seventh Ward Civic club heard fa­ 
vorable reports on the coming bene­ 
fit show to be sponsored by this 
group. 
The session, called by the 
president. 
Jack 
B. 
Brettell, was 
held in the establishment of R. M 
Barnes. North Liberty street. 
This benefit show is scheduled 
for July 7 and July 8. in the ward 
Proceeds from the show will be used 
to clear the civic association of its 
present outstanding indebtedness. 
Plans were made by the Civic 
club to attend the opening of the 
new power plant in West Pittsburg 
Friday. 


D e R o sa 
M a rk et 
106 South Jefferson St. 
Phones 852-853 
Open Evenings Till 10 O clock 


Sugar Cured, Tender 
HA.MS, 
2 2 ° 


P illsb u ry 
FLO l R, 
7 Q c 
2 4 '2-tt> sack.. . 


DeRosa’s Special 
COFFEE, 
4 D C 
3-ìb bag___ 


ai 
39 


Ward Team Will 
Play Two Games 


Two games have been scheduled 
by the Columbus A. C. softball 
team. 
Perhaps 
the best of 
the 
two 
games will be with another ward 
team, the Seventh Ward Progres­ 
sive club team. 
This game will be 
held Friday evenipg at 5:30 o'clock 
at the Progressive club field. 
Second game will be at the Lib­ 
erty street playground on Monday 
evening at 5:30 o’clock with the 
Columbus 
players 
meeting 
the 
North Hill Red Caps. 
Columbus A. C. team would like 
to have some additional 
games 
Managers should call 4016-W and 
ask for Andy, to arrange a sche­ 
dule. 


PROGRESSIVE CLUB 
WILL MEET SUNDAY 
Members of the Seventl 
Wara 
Progressive club will have a meet­ 
ing Sunday afternoon at 2 o'clock 
in their club rooms at 115 Mont­ 
gomery avenue. 
Summer 
activities 
and 
coming 
club tennis tournament will be dis­ 
cussed at this meeting of the group 
—B( V IN NEW CA>TLE— 


SAVE 
ON 
THESE 
BUYS 


Beautiful 4-piece burl walnut suite, including bed, dresser, 
chest and vanity. Fine quality workmanship. This suite reg­ 
ularly priced at $135. Now for quick clearance, 
JUST ARRIVED 


SAVE 
ON 
THESE 
BUYS 


A iaige shipment of Dinnerware and Glassware. 
Just imagine these prices on high-grade merchan­ 
dise. 


$5,00 38-Piece Dinner S e t s ................................. now $2.95 
S20.00 94-Piece Full Service for 12 Persons; 
during this sale 
........... 
$13.95 
32-Piece 
Sets That Were 54.00 ...........................now $3.19 
35-Piece 
Sets That Were $5.00 ...........................now $3.95 
53-Piece 
Sets That Were $10.50 ......................... now $8.40 
53-Piece 
Sets That Were $8.50 ...........................now $6.40 


i 
••-Vi. * V- ’ 


jfe 
4Í-* 


•m 
\ 


ENON VALLEY 


AIRIAVM£ 
STORES 


HIGH LIFE 
Salad 
D r e s s in g 
Qt. Jar 
2 9 


reek-end 
Wesley Chapin was I 
! visitor in Cleveland, O, 
Dorothy Anderson is spending a 
few days at Chautauqua Lake. 
Mr. and Mrs. Fred Bennett were 
visitors in Beaver Falls on Satur­ 
day. 
Mr. and Mrs. John Hosier and 
family were recent visitors in New 
Castle. 
Mrs. Lindner recently visited at 
the 
home 
of 
Mrs. 
Parasaul 
in 
Salem, O. 
Mr. and Mrs. Frank Kale and 
daughter, Betty, were in New’ Castle j 
on Saturday. 
Thomas McMuIlin visited his sis­ 
ter. Mrs. Elizabeth Everet. in Se- 
wick ley, on Friday. 
Mr. 
and Mrs. Sandy McRoberts 
and children were visitors in East 
Palestine on Saturday evening. 
Mr 
and Mrs. 
Carl 
Kesel, 
oi 
: Johnstown, 
are 
spending 
a 
le * J 


Hurricane Lamps, newest for table or b u ffet.................. 
each 98C 
Candle-Wick Glassware .........................................................^ ,c 1 ieces 
2 5 c 
Fruit Juice Sets of 7 Pieces ............................................................. 
s<‘‘ “ |C 
Three Patterns of Beverage S e ts ................................................ per set 5 l.dD 
Ice Buckets with T on gs..................................... 
801 "®® 


CHOICE 
OF 
THREE 
COLORS 


Here’s A Real Buy 


2-Piece Kenmore Suite in either green, brown or mul­ 
berry tapestry. 
Regular value $b0. 
Now specially 
priced, 
COME SEE IT! 


BETTER FUR.NITUR.E FOR. LESS SINCE 1 8 7 5 


Satisfaction 
Betterfoods 
Right prices 


< 4 
i t 


SPECIALS for FRIDAY and SATURDAY 


French's 
Salad 
Mustard 


« oz 2 ™ 17c 


* o* 2 fo* 2 5 c 


! jMtJO 
Peanut Butter 


McCORMICKS— (Orange Pekoe) 
Tea Bags . . 


• 
• 
16 ©* 


WHITE ROSE 


• 
• 


21c 


25 Bag Tbi 25c 


s It s«k ^ 7 c 
Pastry Flour 


IDOIZED or IVORY 
Worcester Salt . . 2 ‘"17c 


(Makes Jelly fall 
Certo 
............ 
23c 


PRESTO 
Fruit Jar Rings 


S N O W B U D D Y 
Marshmallows 


G LEN D O RA 'Oven Baked) 
Pork and Beans 
3 ^ 2 5 c 


• 
• 


•6 b°”’ 25c 


-1 5 c 


J E L L O 


a gelatine dessert 
all flavors 


3 for 14c 


Soap Chips 


Easy Task 


for all laundering 


b o x 2 5 e 


NATION WIDE 
Fruit Pectin 


KEYSTONE 
Mushrooms 


I m 3 ** 25c 
2 oz, 3 for 23c 
4 oz. 2 for 33c 


Root Pure Honey 5ozi6o° nc 


NATION WIDE 
Deviled Ham . . . 2^ 19c 


c* i i l i n 11 w i r 
FIG BARS (good quality at low cost) 
lb. 10c 
SUNSHINE C O C K T A IL or M A R T IN I C R A C K ER S pkg 15c 


Ï BLUE B A G 
Ib. 17c «COFFEE* RED BAGB 
I 
(MM *nd Mallow) 
V - V l 1 t L 
rF«8 B’ 
è 


GRA PEFRU IT . . . . 3 for 25c 
FRU IT C O C K T A IL . . . . 25c 


No. 2 
DAINTY MIX 


lb. 25c 
Body »né Flavor) 


Mo. 2Vj cam 


BELLE OF BELGIUM PEAS - 
Veri Good Golden Bantam Corn 


Mo. 2 «on 


No. 2 can 
3-25C 


3-25c 


!U — 1/C 
Sea Island Pineapple . ••«*«•»«* 


Fels Naptha Soap 
5 for 21 e 


Old Dutch Cleanser 


Woodbury Facial Soap ...........2 for 15c 


(a beauty pick-up) 


SCO TTO W ELS 
SCO TTISSUE 


(for Kitchen use) 
(the soft pure white) 


150 towel« per roS 
1000 sheet roll 
2 for 21 e 
3 for 25c 


2 for 15c 


BABO 
2 for 25c 
$i wipe awd it’s bright* 
MEAT SPECIALS 
Armour Star Tondor Hams 'Su 
II). 
Assorted Cold Cuts 
• 
Choice 
• 
ib. 25c 
Star Canadian Racon 
Half or Whole 
Ib. 39c 
PRODUCE SPECIALS 
Vine Ripened Cantaloupes wr 2 for I9c 
Freestone Hiley Belle Peaches 2 Ib. 15c 
California V alencia O ranges 
doz. 27c 
New Transparent Apples . • • 4 ib. 25c 
Carolina P otatoes...............15 ib. pks. 33c 
Hot House T o m a to e s................... Ib. 15c 


N A T IO N -W ID E SERVICE G R O C E R S 


THE 
NEWS 
BY 
MAIL 
ONE 
YEAR, 
$5.00! 


GRAND 
OPENING 
SATURDAY 


F 
I S 
H 
B 
U 
R 
N 
’ S 
New Nation Wide Market 


Corner laurel and Young Streets. 


Featuring a Complete Line of Fresh Meats 
Vegetables and Groceries. 


C i n W 
5 Baskets of Groceries Will Be Given 
Jp 1 \ E 
j £ j 
Away During the Day — Also Souvenirs 


Louis Wins From 
Galento In Fourth 


Referee Stop* Fight To Save Tony Unnecessary Punishment; 


Joe Drops Tony In Second; Galento Floors Joe In Third; 


Galento Down In Fouth When Referee Acts; Tony Proves 


Hero In Defeat. 


By LAWTON C ARVER 
In tern a t :<*na. N e w s fcfer v ice is port* 
Editor 
NEW YORK June 29 —He eiv er- 
ed ’he ring a harlequin and brag­ 
gart^ a broad-beam ed, squat c a ri­ 
cature of an a ’hlete. 
but left it 
shor iy ther*altei acclaim ed by 35,- 
000 as s hero who had gone to his 
doom w ith fists flailing, blood leak­ 
ing from his wounds and gallantry 
in the futile battle he waged Thus 
m av we offer a requiem today to 
falst&ff as a tighter, otherw ise Tony 
G alento, who deserved a better fate 
for his courage th an a technical 
knockout in four rounds, but was 
fo rtu n ate tha? his unskilled antics 
did not lead him to com plete de­ 
struction 
a g a i n s t 
heavyweight 
cham pion Joe Louis last night. 
A contradiction to virtually every­ 
thing regarded as essential to pugil­ 
istic prowess. G alento nevertheless 
collaborated to fashion a ring epic 
th at will be everlastingly rem em ­ 
bered 
w henever 
fierce 
com bat 
is 
m entioned N othing quite like it has 
been seen since Firpo belted D em p­ 
sey beyond the ropes 16 years ago, 
and an alert 
providence probably 
will arrange to prevent a repetition 
for th e t.m e being. Two such should 
reach th e quota for any one genera­ 
tion. 
Spills The Champion 
T his m ust be largely a story of 
G alent o. who. w addling up and down 
behind the bar of his ta p room 
through the years, will re-fight the 
cham pion again and again, and re ­ 
live a thousand tim es th at m om ent 
when he spilled the cham pion to the 
floor 
and 
cam e 
w ithin 
a single 
swing of his fist of w inning th e 
world title. 
He w ent into th e ring w ith vir- 
tuallv everything against him. in ­ 
cluding betting odds th at fluctuated 
between 7 and 10 to 1, but prom ptly 
knocked Louis into a fog and sent 
the custom ers into a berserk frenzy 
that 
lasted 
until 
finally 
referee 
A rthur Donovan halted it in 2:29 
of the fourth round. At th a t m o­ 
m ent G alento was on 
th e floor, 


bleeding 
from 
every 
seam , 
and 
clutching a t D onovans legs and the 
ring ropes trying to pull him self 
erect, He would have walked in for 
more had he been able. 
W hile the sleek Brown Bom ber 
shattered all records w ith a seventh 
successful defense of 
th e heavy­ 
weight title, which has been in his 
keeping 
for 
two 
years 
since 
he 
knocked out Jim Braddock. he cam e 
perilously close to m eeting the doom 
which overtook G alento instead. 
Both Fighters Down 
Boxing precisely as a ballet d a n ­ 
cer going through the routine, but 
puzzled by G alern o s crouch, Louis 
staggered three tim es in the first 
round by wide swings, m ostly left 
hooks, th en floored G alento for a 
three-count in th e second, and was 
toppled over him self in the th ird , 
besides being staggered twice more. 
Louis was caught by a flurry of 
punches th a t included a rig h t to the 
body and a sh o rt left hook to the 
ch in and w ith th a t spraw led flat 
and 
in 
a 
daze, 
but 
alm ost 
too 
prom ptly he bounced up, th en went 
into 
a 
bew ildered 
re treat 
while 
G alento swung w ith the cham pion­ 
ship riding on every punch. But 
th a t chance slipped by him and 
finally he was brutally slashed into 
defeat and alm ost beyond recogni­ 
tion in th e fo u rth w hen the Bom ber 
found the range and exploded all 
his w eapons in G alento's face to 
end it. 
Ijo uis Fnmerciful 
T he payoff punches were savage 
alm ost beyond belief. Once he had 
G alen to a t his m ercy Louis nailed 
him to the ropes and poured the 
| leather on him in an unbroken vol- 
• ley th a t ripped and stunned and 
left him bereft of som e prestige but 
still cham pion of th e world if not 
of G alento. T he latter's im m ediate 
and brief reply through blood th a t 
boiled from his lips was: 
“T hat ought to prove Louis is no 
super-m an. If he gives m e a re tu rn 
m atch I ’ll knock th e bum out.” 
But he w ouldn't and can t, despite 


(C o n t ln t ie d On Pag* 17) 


Slovaks-Indies 
Battle Tonight, 
In Title Game 


First Half Championship Of 
City 
Baseball 
League 
At Stake Tonight 


ANDERSON WILL 
OPPOSE SAVAGE 


HERE IS THE RAZOR THAT 
WAS TALKED ABOUT 
AT TH E 
LOUIS-GAL E N T O FIGHT 
LAST NIGHT 


HM6AIN DAY 


< VijtTal Pre*** P h o n e jth o to 
R pferee A rth u r D onovan helps ChaU enger Tony G alento to his feet while C ham pion Joe Louis looks 
on 
D onovan stopped the heavyw eight title fight, staged in New Y orks Yankee stadium after two m inutes 29 
seconds of the fourth round, aw arding Louis the victory on a technical knockout 
I p to the m iddle of th e 
fourth round G alento had put up a surprisingly good fight, scoring a knockdown over Louis in the third 


stanza. 
_ 
________ 


City Baseball 


Managers Will 


Meet On Friday 


Plan* Will Be Discussed For 


The Second Half Of The 


City League Season 


-Ф 
♦ 


I City Softball 
I 
Loop Standing j 


N E W S U IT C L U B 
Starting Monday, July 10 
NO DELAY! 


Join now for your Fall needs or anticipate your 
C hristm as G ift needs. 
The cost is only $1.00 per 
week. 


t 
h 
e WINTER co. 


T here will be an im p o rtan t m *et- 
ing of the m anagers and officials 
of the City Baseball League at 8 
o'clock 
F riday 
n ight 
at 
the 
St 
Joseph parish hall. 
F ath er Peter 
S ch irra will conduct the m eeting. 
T he m anagers will go over the 
contracts 
th a t 
Secretary 
M ichael 
“Jak e ” Babovsky will have at the 
m eeting and release some players 
and possibly sign others. The player 
lists are to be left open until July 
12 for the signing of new men. 
T here will be a general discus­ 
sion of various m atters th a t have 
cropped out in th e city league, espe­ 
cially regarding the officiating at 
some of the gam es. 
It is hoped 
th a t Dom Castele, head of the City 
Umpires* Association, will be pres­ 
en t a t the m eeting. 
Bv tomorrow' n ig h t there m ay be 
a city league first-h alf cham pion— 
th e Slovak Club—as they m eet the 
Law rence Indies tonight in th e cru ­ 
cial gam e of the first-h a lf season, 
and 
a Slovak victory m eans the 
title. 


W L. Pet 
Nobils 
..................................... 15 
2 .882 
R adiators 
................. .15 
4 .789 
G us Big Ten ...................... 11 
7 .611 
Johnson Bronze 
............. 9 
7 
.562 
Sons of Italy ...................... 9 10 
487 
Foleys .................................... 5 12 
285 
L ingerhghts ......................... 5 13 
.250 
K. Pulaskis ........................ 3 16 
.120 


IN 714 CITIES 


Spark Plugs 


2 9 ° 


For ail cars. 
lfl.WW-mile guarantee. 
Each 
................................ 


Latent Type 


GOING ON A TRIP? 
Look at These Specials for Your Auto! 
HOT ITEMS 
Flashlight Fells . . 3c 
Hat H olders 
29c 
( oat H an gers 
9 c 
Thermometers 
. . 29c 
Compasses ......... 29c 
Auto Fuses . .each 1c 
Sun G lasses........... 9c 
Wiper Blades . . . . 9c 
Tail Light Bulbs .. - 3c 
No. 63 
Headlight Bulbs , . 9c 
No. KMX) 
Sun Helmets . . . . 19c 
f r a n k Buck Type 
Blowout Patches.. 4c 


B U M P E R J A C K 


Double acting, 
dependable. 
Com plete 
......... 
Make* Tire Changing a 
Pleasure 
s2 
29 


Save Money! 
100*7 Pure Pennsylvania 
MOTOR OIL 
2-Gallon $1.05 
Sealed Fan i 
R egular 35< quart. 
Tax paid. 
With Nail Pad 
JIM Y'S 


AUTO AND RADIO STORE 


CORNER W ASHINGTON AND CROTON 
PHONE 2*K 


SAFETY OFFICIALS 
»take their lives on 
U.S. ROYAL 


Results La-st Night 
Foleys 4; Sons of Italy 2 
G us Big Ten 9; K Pulaski 0 
R adiators 7. Johnson Bronze 4. 
N obils-Lingerlighis cancelled. 


Game* Friday 
Sons of Italy vs Johnson Bronze, 
R otary field 
K. 
Pulaskis 
vs 
R adiators, 
Rad 
field. 
G us Big Ten vs Nobils, G aston 
Park 
Lingerlighus vs Foleys. Lehigh. 
End of first half of season. 


— B! ¥ IN NEW CASTLE— 
Penn Power Team 
Wins Loop Battle 


T he Penn Power A ll-Stars so ft­ 
ball team won from the A ll-States 
last night a t W ash High field in a 
U tility-M ercantile league battle 8 to 
5. Hensley had the pitching assign­ 
m ent for the A ll-Stars and gave 
but six 
hits 
T he w inners found 
Book for 11 hits. M ort was the fea­ 
tu re h itte r in th e gam e with a hom ­ 
er. 
Score bv innings: 
R H E 
All S tars ...........001 230 110—6 11 3 
A ll-States .............003 000 002—5 
6 5 
B atteries: 
P enn Pow er: Hensley 
and M asson. All S tates: Book and 
Santee. 
—BUT IN NEW CASTLE— 
CLASS B SOFTBALL 
GAMES FOR TONIGHT 
T here will be two m ore games 
tonight in the 
Class B softball 
league, it was announced by Secre­ 
tary Fi Augostme. T he New Castle 
Indies will m eet th e Troggios a t th e 
B utler Road Field, and the F annins 
and St. Josephs clash at W ash High 
field. The Cozy Clowns will be idle 
having draw n a bye. The gam es will 
all s ta rt at 6 o clock »weather a l­ 
lowing.) 


DIAMOND BELT 
‘CHAMP’ COMING 


Sammy Secrete Of Cecil To 
Box Tommy Burnett Of 
Pittsburgh 


Sam m y Secrete of 
Cecil. 
Sun- 
Telegrnph Diam ond Belt cham pion 
welterweight, has been m atched to 
fight Tommy B urnett of P ittsburgh 
in the m am bout of eight to be held 
m The Arena, July 10. it was a n ­ 
nounced 
today 
by 
M atchm aker 
Tom m v 
Leach 
Secret* 
defeated 
Harold Blank. G olden Glove* ch am ­ 
pion of Y oungstown, Ernie Pelai of 
M onaca and other good am ateur 
w elterw eights of this district. 
Pete Spotti of Cecil has been cal­ 
endared to m eet 
Andy 
W ertz of 
Y oungstow n, 
in 
anotiier 
fight. 
Spotti is the fig h ter w ho beat Chuck 
A rkett recently at Chippewa Lake. 
According to Leach the other six 
bouts are in the m aking 
—BI T IN NEW CAM LI — 
Nova Is Next 
For Joe Louis 


Will Try To Match Heavy­ 
weight Champ And Cali­ 
fornia Boy For Septem- 
tember Fight 


The C edar street 
baseball field 
will be seething with hundreds of 
eager fans tonight at 5:45 o’clock as 
the Slovak Club will come down off 
of Sheep Hill to m eet the Lawrence 
Indies of the A tlantic avenue and 
M ahoningtow n 
district 
in a City 
Baseball 
League 
postponed 
game 
th at carries with it potentialities of 
a first-h alf cham pionship 
If the Slovak Club wins tonight 
the first-h alf title will be theirs. If 
the Slovaks lose it will 
m ean 
a 
three-w av tie 
for 
th e 
first-h alf 
crown. necessitating a playoff se­ 
ries. 
If the Slovaks lase tonight 
and the Indies lose to West P itts­ 
burg on Fridav night, it will m ean 
th a t the Slovaks 
West 
Pittsburg 
and Columbus clubs will be dead­ 
locked with 13 wins and five de­ 
feats apiec* 
Anderson To Pitrh 
The 
Slovaks 
m anager. 
Steve 
“F a ts ’ G onda. is groom ing Lerov 
“Speed” Anderson for the mour.d 
duties tonight 
He did a swell job 
of handcuffing the 
Union Civics 
last M onday night. 
If Anden on 
shows anv signs of weakening there 
will be 
Twee” Jano iti Balia. Cartk 
and L enhart ready to take up the 
burden. M anager G onda is well for­ 
tified with pitchers 
M anager 
Hoss” Zidow said to ­ 
day th a t it will either be Savage or 
M&sajada on the hill for the In ­ 
dies, 
O r it mav be M ajocha or Joe 
Wilk, Zidow was not real sure 
The 
Indies w ant to w in the gan.e and 
will do everything in th eir power 
to 
accom plish 
th a t 
end. 
Both 
team s are in good physical condi­ 
tion. 
F.xpeet Bi* Crowd 
G onda announced today that he 
mav sta rt Johnny Carik at 
fir.it 
base in place of M ajeski. owing to 
; the latter being in a batting slump. 
! 
The biggest crowd of the year in 
I the event of good w eather will no 
doubt 
jam 
the 
popular 
Cedai 
street ball lot 
Ju st who will um ­ 
pire the crucial game Dom Castele 
would not divulge to d av 
BUY IV NEW CATTLE— 
Pigeons To Race 
From California 
To Pittsburgh. Pa. 


-------------- 


First Trans-Continental Pigeon 
Race In History Of Pigeon 
Racing 


FORMEN 


и ш is vmm chance to try out 3 G reat P ro d u cts 


at a “ S am pling'’ P ric e ,..a n d here is w hat y o u get 


О A GENUINE SCHICK 
I N J E C T O R R A Z O R 


America's fastest grow-ing razor—it is a.ready uw«i by 
more than 3,000,000 men! Exactly the same razor that 
sells in the $1.00 “ Popularity * Kit. Has features 
tound ia no other razor at any price— as sh ow n below . 


SolidG uide Bar. , D t s i t n d to 
flottcn and » t r-e-t-c-h the skin 
ttut ahe*d of the bilde edee. 
N o “ teeth” to rake ridjte* that 
ofteo art nicked aod scraped. 


Rladrt a-e Sealed tn Oil . . . 
Blade edees actual!»- suspend­ 
ed in space— sealed in a bath 
of otl m rretai cartridge N o 
paper covering to dull edges. 


c r 


(Tnternational News Service) 
NEW YORK. June 29 —Lou Nova, 
who expect* to fight heavyweight ; 
cham pion Joe Loui.s in Septem ber, 
was m ore confident th a n ever today | 
th a t h r will knock o u t the Brown 
Bom ber when they meet, after w it­ 
nessing th e G alento contest. 
“I d id n 't see anything I haven’t; 
known all along,” Nova said. "Loui.s 
can't take a punch Besides he was 
frightened afte r G alento tagged him 
in the first round 
I ’ll m ake him 
jum p right out of the ring. 
“I ’ll go in there and slug it out i 
w ith him and knock him o u t!” the 
brash C alifornian prom ised. 
— BUY IV M W CASTI.E— 
Mrs. Nolan Advances 
In Golf Tournament 


4 to 223 FL 
QIIICKER 


m INVITE YOU TO CONVINCE 
V0URSCU IN А 1Ш DEMONSTRATION 


Storage Battery & 


Electric Service Co. 
US N orth M ercer 8L 


R oller Skate 


Tonight At The 
ARENA 
With the 
Brooklyn B. B. Fluh 
S p ectato rs 
.......................................10c 
Skating ......... 
25c 
..— 
♦ 
-------- 
Friday, June 30th 
Skating 
. . . .7:30-10:00 
Dancing ....10:30-1:00 
Come Earlv—Stay Ia»te! 
Benefit Accordion 
Bind 
Pupils 
of Donati’s School of Music. 
Proceeds to Buy Uniforms. 
ADMISSION 
.............................35c 


( I n t e r n a t i o n a l N e w t S e rv i c e ) 
PITTSBU RG H . June 2 9 —O ut of 
more th a n a quarter century of 
neighborly rivalry will come Ante: - 
lea's 
first 
transcontinental 
pigeon 
See, from San Frincisco to P itts­ 
burg. it was learned here today. 
Burgess C harles W. Beckm an and 
Albert P G reb. both of Pittsburgh, 
are sending five pigeons each to j 
the coast, where they will be re­ 
leased from the Fair grounds next 
W ednesday. 
Burgess B eckm an and G reb have j 
been raising racing pigeons for over 
25 years and have staged various 
private races during th at time. 
They expect the pigeons home in 
one or two wfeks, provided the birds . 
have favorable w eather, survive the 
desert heat and successfully elude 
roving hawks, to whom the pigeons 
are a tem pting morsel. 
p. D. Barry, an official of the 
A m erican Racing Pigeon union said, 
as far as he knew, this w«s the first 
tran s-co n tin en tal pigeon derby ever 
held in this country. He also said 
the birds have a very good chance 
of m aking the flight at this tim e of 
the year. 
Both owners of the pigeons are 
’confident 
they 
will 
reach 
home 
G reb said: 
“I 
w ouldn't 
send 
them 
it 
I 
thought they wouldn't come back.* 
—BUY IN NEW CASTLE— 


Instant Rlade Change. . . A pull 
and push on Inicctor shoot* out 
old blade, slide* in я trevhone 
automatically .Nothin* to (яке 
apart, or wipe, or reassemble. 


Quick C leanm g. . . N o need to 
take this ra?or apart for tHear»- 
m* A sv»nh under the faucet 
does the trick 
N o "teetr 
to 
cio* up. N o т м р т д necessarr. 


© 8 GENUINE SCHICK BLADES 


8 
e i A D f s 
s -V -SV *V’ <1—1 


S' Schick 
,'I n je c to r , 


V B t A O C S / 


E nough blades to give yc*i many 
days of better shaves. Douhle- 
thick blades that are sealed in a 
b a th o f o il, w ith the* r e d g e s 
suspended in space. In d iv id u ­ 
ally h o n e d , s t r o p p e d with hon­ 


est leather, carefuiiv inspected 
and then sealed in metal car­ 
tridge w here n oth in g touche* 
t h e m till they touch your face. 
Gises you the most C O M F O R T ­ 
ABLE shave vou ever had! 


Mrs. T. E Nolen played b rillian t­ 
ly to advance in the W estern P en n ­ 
sylvania W om en’s Golf Association 
cham pionship, W ednesday in P itts­ 
burgh. 
T he local woman bested K a th e r­ 
ine M acCloskey. one of P ittsburgh 
top 
ranking 
golfers. 1 up in 20 
holes. 
— BUY IN NEW CASTLE— 
JOHNSON BRONZE 
HAS BUSY CARD 


T he Johnson Bronze team of the 
Citv Softball league will have a busy 
week-end. startin g on Friday. In the 
league Friday the Bronzers m eet 
the Sons of Italy al R otary field. 
S aturday 
the 
Johnson 
Bronze 
goes to Ell wood City to meet the 
fast 
E llport Tigers 
a double-bill 
Ellport defeated th e Nobils here last 
Sunday. 
—BI Y IN NEW CASTLE— 
REALE WANTED 
Billv Reaie is requested to com ­ 
m unicate 
im m ediately with Tom m y 
Leach or Clyde Lennox An offer for 
his fi.rtie services has been received 
they stated today. 


Penn Power Men 
Lose In League 


T he G ilfillan softball team won 
я 
U tility 
League 
gam e over 
the | 
Penn 
Power 
M erchandisers 
last 
night at N orth H ighland Field 10 
to 1. with Ingram doing the p itch ­ 
ing and giving but four hits. T he 
veteran fanned four men 
H om an 
did th e P enn Power hurling and j 
gave up eight hits. 
Score bv innings: 
R H E 
G U flllans .............202 410 100 
10 8 0 
Penn Power . .. 000 000 100— 1 4 0 
B atteries 
Penn 
Pow er: 
H om an 
and C oulthara. 
G ilfU lans—In g ram and A ltm an. 
—BUY IN NEW CASUI ­ 


ST. JOHN MIDGETS WIN 
The St. John M idgets won over 
the Scioto Street Midget* in an ex- 
riting softball game 11 to 7 at Scioto 
street 
field. 
Raym ond 
and 
Noga 
formed the pitching staff for the 
winners, with В 
F ears and Ruble 
the losing hurlers 


0 MAN-SIZED LIFEBUOY 
SHAVING CREAM... 


Men will like this shaving cream .; ; 
because it works like a man s cream. 
Has a clean, f r e s h , “ le t’s-go-to- 
w o rk ” feeling. W hips up to a rich, 
full-bodied lather that wilts the wir­ 
iest whiskers that ever sprouted. 
Y ou’ll sav it’s marvelous when you 
see— and feel—how much easier it 
is to shave with Lifebuoy Shaving 
Cream. 


TRY THIS SHAVING CREAM 
THAT GIVES YOU ALL THESE 
4 THINGS— 


• Supports Up to sa% more moisture. 
(It's the “moisture content'' of lather 
that really softens up ubiskersX 


• 20% greater mildness than otlyer 
leading shaving soaps. 


• I2t) to I *>0 good, clean, fresh 
shaves tn every tube. 


• Has it clean, fresh, manly odor 
that real men like. 


Don’t miss this BARGAIN PACKAGE htJkU 


Get YOURS While Local S u p p l y Lasts ... All 3 Items tor j y 
» 
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Yankees Set 
New Records 


For Hitting 


Crash Out 13 Home Runs In 
Double Bill With Macks, 
Pirates Reds Wash­ 
ed Out 


GIANTS MOVE UP 
INTO SECOND PLACE 


Thursday. June 29, 1939. 
National League 
YESTERDAY'S RESTLTS. 
v>w York 7, Philadelphia 1. 
Brooklyn 6. Boston 1. 
Chicago 8. St. Louis 4. 
b irgh-Cincinnati night game 
tponed, ram. 


STANDING OF THE CM BS 


Rambling Around 
World Of Sports 


Baseball tid bits 
If the Dod-j includes the American and British 
gers continue to stage anymore of opens.. ..W illiam Ritt, Central Press 


NEW YORK 
Of Î939 seem 1 
r.ght to be ca 
club 
TT 
sea .4 


I New* Service) 
June 29—The Yanks 
5('th b'rit on proving their 
be '-ailed the greatest tanl 
all time, 
was a time early in the 
\ hen the Red.' w 


w 
L Pet. GB. 
Cincinnati 
• » яm • • . 38 
22 
.633 
New York ...........35 
27 
.565 
4 
St Louis . ............33 
26 .559 
4 4 
Chicago 
.............33 
30 .524 
64 
Brooklyn . ............29 
29 
.500 
8 
Pittsburgh 
............27 
31 
.466 
10 
Boston ... ............ 24 
35 .407 
134 
Philadelphiil .....1 9 
38 
.333 
174 


G AMES TODAY 
Philadelphiii at Brook lyn »night). 
Bosiion at New York. 
Chicago at St. Louis. 
• Onlv games scheduled J 


these “marathon contests" the Daf- 
feroos will be asking time and a 
half for overtime. Earlier in the 
season, the Brooklyn« played a 10- 
inning affair to a tie with the Cubs, j combination this fall 
A British 
a 10-winning game, two 11 -stanza : open without Jack White just isn’t, 
frays, a 12-mning tussle and a 14 The 68 year old veteran, playing in 


sen be, reminds us that Notre Dame 
has 
had unbeaten grid teams 
in 
1909. 1919. and 1929. Every 10 years 
a perfect eleven. If this means any­ 
thing. look for an undefeated Irish 


Bessemer Wins 
Firstjjalf Rag 


Nord Pitches Shut-Out Ball 
Against New Castle Hot 
Tops 


Bessemer clinched the first half 
! championship cf the Lawrence coun- 
j ty league yesterday when Bessemer 
shut out New Castle Hot Tops at 
¡rame shindig As if this wasn't the event again this year, has par- ‘N 
0а1Ци, 3 to 0 
Nord outpUch- 
♦ V. Л ТЛ/.Лпаег лота im n-lth ‘lemolnn in AC Upitich »nlf ! Лг.п Г.. 
enough the Dodgers came up with 
a 23-inning engagement with the 
dcipated in 48 British golf О рет 
Local sports jottings 
Paul “Lef- ; ed Allen. Nord permitting the Hot 
Tops four hits and Bessemer get a 
Bees Tuesday. Turning 
bark 
the ty” Minner. the New Wilmington Hi haj{ <jOZPn from Allen 
W 
Puro- 
pages of history, we find that the basketball wizard, is branching out makl got a triple and G. Stanley 
Doticers also participated in 
the in baseball. The 16 year old star j 
a double. 
The box score: 


mai 
g ГО 
be с 
day. 
T 
evri 


worthy 
but th se 


American league 
YESTERDAY’S RESTLTS. 
Neu York 23. Philadelphia 2. 
New York 10. Philadelphia 0. 
St. Louis-Chicago, postponed, rain 
B o s t o n -Washington 


De t r o 11 -Cle vela nd. not scheduled 


STANDING OF THE CLUBS 
W. 
L. 
Pet. G.B. 
New York ........ .. .48 
13 
.787 
... 
Boston ............. ...33 
23 
.589 
124 
Cleveland ........ ...33 
29 
.532 
154 
Detroi’ ........... .3 3 
30 
.524 
16 
Chicago 
. . . . . . ...30 
28 
.517 
164 
Philadelphia .. 
37 
403 23 4 
Washington .. .. .24 
40 
.375 254 
St. L o u is.......... .. .17 
43 
.283 394 


veloped on Tigers soil and turned half of the City Baseball League 
postponed, 0VPr t0 0thPr clubs. Carl Hubbell. The K. P. aggregation will blossom 
Claude Fasseau. Whitlow Wyatt and j out with new 
Luke Hamlin, all came from Beau 
mont, Texas a Detroit farm ....... 


ires as a powerhouse 
assed with the Yank 
are now forgotten, 
e Yanks showed the Reds and ram 
body else yesterday just what 
tv meant by the v ord power when 
they set a flock of records in a dou­ 
bleheader against ‘he Athletics. 
First, they hit eight homers in the 
opener for a new record and then 
added five more 
homers 
in 
the 
nightcap for a new mark for two 
consecutive games. 
T hirteen Homers 
These 13 homers «and everybody 
but Red Rolfe and 
the 
pitchers. 
Pearson and Grmez. made at leas* 
one» vure good for a total of 87 
bases 
Their mark of 53 total ba.ies 
in the first game also is a record. 
And their 23-2 
victory 
in 
the 
opener is a new high for the year, 
as was t iieir 27-hit barrage. 
Gomez gave only three hits to 
win the nightcap, 10-0. 
DiMaggio, 
Dahlgren and Gordon each hit thr«e 
homers during the day and Dickey. 
Crosetti. Selkirk and Hennch each 
made one. 
Giants Take Second 
The Giants moved up into seccnd 
place by knocking over the Phillies. 
7-1. with some solid hitting and neat 
pitching by Lohrman. 
The Cards 
lost vhen Larry French and the SPt- T*1? score was 4 to 2. J. Iafrat the first bell sounded. Taking tiir. 
Cubs trimmed them. 8-4 


third longest game a 22 inning bat- athlete has been doing such a mas- 
tle in which they nosed out the Cubs terful job on the knoll that he is! 
6-5 August 22, 1917 
Jimmy Tab- receiving a tryout with Youngstown 
or. third bn^e sensation of the Ba*- Browns of the middle Atlantic league, 
mn Red Sox. has been suspended He has everything in his favor, 
by Joe Cronin for breaking “rules” youth, confidence, a good head and 
Detroit's 
minor league farms a perfect physique. He is built on 
have been playing the role of San-j the order of another “lefty" Grove., 
ta Clau.' for the majors. It seems; The K. Pulaski baseball team is go- 


classy uniforms___ 
Fred Shaffer, boosted his victory list! 
Tuesday night. The local blonde I 
A bit of everything 
If you wag- , caster was rushed off the Louisville 
er on the “nags" and lose on the bench after Toledo had scored three 
photo finishes, don’t crab. Here’s runs in the first. Shaffer hand- 


golf events. And. he has yet to win is the talk of the American Associ- w Puromaki If 
a playoff. Don’t forget, this list also j ation loop... 


GAMES TODAY 
New York at Washington <2>. 
St. Louis a? Chicago <2». 
Detroit at Cleveland. 
Philadelphia at Boston. 


— B U Y IN NEW CASTLE— 
Foleys Defeat 
Sons Of Italy 


i HERE AND THERE 


Í IN SPORTS' LAND 


LOUIS WINS FROM 
GALENTO IN FOURTH 


Hot Tops 
R. H P. A. E 
J. Gusetti. ss ... ........0 
1 
4 
1 
0 
Fusetti. rf .......... 
0 
1 
0 
0 
Ritz, If ............... ........0 
1 
0 
0 
0 
E DiCianni, 3b . . . . . . 0 
1 
1 
0 
r* 
L. Gusetti, cf ... ........ 0 
0 
4 
0 
С 
Orvitz. с ............ ........ 0 
0 
3 
2 
0 
N. DiCianni, 2b . ........ 0 
0 
3 
3 
0 
Bauman, lb ... ........ 0 
1 
5 
0 
0 
Allen, p ............. 
0 
0 
3 
0 


TotaLs .......... 
0 
4 21 
9 
2 


Bessemer 
R. H 
P. A. E. 
T. Puromaki, 3b 
1 
0 
1 
С 
P. Nord, lb .... 
1 
4 
0 
С 
Tropea, cf ........ 
. ... 1 
0 
3 
0 
0 
W. Stanlev, ss . . .. . 0 
1 
0 
1 
0 
G. Stanley, 2b . . .. . 0 
1 
2 
2 
0 
W. Puromaici, If ___1 
1 
2 
2 
0 
Gorenz, rf .......... ___ 0 
0 
3 
0 
0 
Vlah. с ................. . . . . о 
1 
0 
2 
0 
P. Nord, p .......... 
, 
0 
0 
0 
0 
0 


TotaLs ............ 
3 
6 21 
8 
0 


(Continued From P*g* Sixteen) 


the fact that he came close last 
night, in a fight ttiat, for the mast 
part was cleanly fought, although 
_ , 
. 
. . . 
. 
. . u 
I Galento sought to make a brawl of 
We’ve been right and we've been 
, 
^ 
wrong on predictions but today w e!1*- 
nevei had the time or oppor- 
can call attention to this column of I trinity to do much beyond butt quite 
1 yesterday in which the writer picked skillfully in close and by design or 
The Foley team won over the the Brown Bomber, Joe Louis, to ! accident kept his few7 body punches 
Sons of Italy team last night at win, adding that how soon would 
within bounds. 
Dean Park field in a biv leacm#» nn- depend upon what occurred after However, 
while to Louis went the 
_____ the first bell sounded. Taking time honor of winning and of being the 
........... 
w .. 
did the pitching for the Foleys and out of a 500 game last night we first man ever to stretch Galento 
The Durable Dodgers trimmed 
the held the Sons of Italy boys to five joined the multitude in Pete Brown’s i on the canvas through 11 years and 
Bees. 6-1, with Luke Hamlin tossing 
hits. The losing pitcher was Ralph smokeshop and as soon as we listen- 
97 battles, to Galento went what- 


Score by innings: 
Hot Tops ........................000 000 0—0 
Bessemer ..........................100 110 *—3 
Three-base hit—W. Puromaki. 
Two-base hit—G. Stanley. 
Sacrifice 
hits—Fusetti, 
Tropea, 
W. Stanley. Anderson. 
Hit batter—By Allen 1. 
Base on balls—Off Allen 2, off 
Nord 1. 
Struck out—By Allen 1, by Nord 5. 
Umpires—Adams and Price. 
— BUY IN NEW CASTLE— 
Red Sox Defeat 
Elder A. C. 3-1 


nice ball. 
Tlie Reds and Pirates were wash­ 
ed out of a night game 
-B U T IN NFW CASTLE— 
Correct 
this 
sentence: 
“Here, 
Dad.’’ said the modem 
“is your change ” 


j Handsome" Cenname. 
Score by innings 
R. H. E. 
Foleys ............... 002 020 000 
Italy* 
ooo loo ooi 
Batteries: Folevs, Iafrat 
youngster. Murdock. Sons of Italy 
and J. Fava 


ed to a few' words describing th e ! ever small accolade he may deserve 
fighting predicted to Mike Pikoulis. for being among the few to floor 


/ С 


lento type meets an orthodox fight- him with a rush, putting all of his 
er one always may rest assured that 233 3-4 pounds behind his punches, 
the orthodox battler will take no 
unnecessary chances of being hit. 
Thirty-Sixth Knockout 
oalontn carried the fieht and his I 
Stiil o5d Tarzai1 partly bald and 
smacks, 
assault had Joe saving to himself: 1 »*»«!«> wi,h 
e fto n and 1 
Marvin and McConahy had 
the 
I “I wonder what he will trv next.” | collodlon 
over 
biS 
battle-scarred only extra-base blows in the game, j 
No doubt Louis was awaiting a eye8, did not have ibe 
to The Red Sox scored three runs in 
chance to shoot a terrific right when ' K0 
pow’er against a Louis the first, inning and w*ere content! 
Galento started a left hook because who 
trained to obvious keenness to let that be enough. Ryhal and 
men of the ring always have found at 200 3~4 Pound!» with annihila- Porado had the Elder hits, 
a fast right to the jaw will beat a I lion or decapitation in every punch' 
Score by innings: 
R H E 
fast left hook. 
Galento, 
despite , *16 tossed had Galento been less Red Sox .................. 300 000 0—3 5 3* 
i pre-fight utterances, which to be sturdy. Moreover, the champion, hi? Elders ........................000 100 0—1 2 2 
frank 
were no more 
than press fare an expressionless mask, as u s - 1 
Batteries: Red Sox: Louer 
and 
agm t varns to build up the box of- j ual* was coolest when the going was j Marvin. Elders: McIntyre, 
Carey 
1 fice, need have no pangs about hav- I toughest, no longer easy to Raster, and P. Coulter. 
and 
truly great in that 
fourth 
round—a new peak for ruthlessness 
even for Louis. 
For Louis, loser of only one fight 


hill for the Sox gave the Elders but 
two hits and was master of the 
game in every inning The Sox hit 
McIntyre and Carey for five solid 


3 
ways to stay cool this Summer: 


1 
Stay under your shower 24-hours a day. 


2 
Or move 
into your favorite air-cooled 
movie palace. 


3 
Or wear Arrow’s good-looking, ventilated 
mesh shirts. 


We think you’ll prefer method 3. Arrow Mesh Shirts 
look like regular shirts but they have thousands of little 
pores that let the warm air out, the cool air in. Plain or 
patterned. 
Sanforized-Shrunk 
(fabric 
shrinkage 
less than l^c!) Get a stock of ’em today................ 


ing been defeated. 
He fought a 
great fight, teok two of the rounds, 
slammed the champion to the floor 
and was trying to get back into the 


-B IT IN NEW CASTLE— 


fight when the referee stopped the ! and that to Sehmelmg by a knock- 
fight. 
Last night’s fracas was akin out, it was his thirty-sixth knock- 
to the Dempeev-Pirpo light of 14 out in 43 starts: for Galento, the 
years ago when the Wild Bull knock-1 fourth 
technical 
knockout 
and 
«1 the Manassa assassin out of the twenty-third defeat he has suffered 


Mahoning Takes 
Church Victory 


ring only to have Dempsey come 
back and win. 
In our mind today 
comes that ancient question: 
“It 


The Mahomng Methodist church 
in 97 fights. 
The foregoing indicates that there softball team won from the First 
was no comparison between them Methodist team 
last night 
in 
a 
isn’t 
whether you wen or last but ; and actually, there wasn’t beyond lpaRue game at Clayton street field 
how 
did you piav the game?” And the first three rounds, of which by a score of 8 to 6 Howard did the 
this 
fight brings forth something ! Galento won two. and seamed about pitching for the Seventh Warders, 
else. 
Fans will yecall some weeks! to win the championship. It w'as He Wfts found for nine hits and 
that close as far as It went. 


—BUY IN NEW CASTLE— 


s2 


THE WINTER 
CO. 


ago of Hayden Evans having im 
parted to the writer a story about 
Tony being in condition, not a beer 
guzzler and a fine chap. 
Hayden 
coached 
football 
in 
one of 
the 
Oranges. N. J., and knows Tony very 
well. 
In fact, he said that Tony 
would put up a great fight. 
G a­ 
lento certainly did 
Had he pos­ 
sessed Lcuis’ cleverness the situa­ 
tion might be reversed today. 
Joe 
Louis received about $100.000 and 
Tony Galento about $40.000 for their 
Evening's Evenin' last night in New 
York. 


j Swinging Along 
Local Fairways j 


CHURCH GOLF LEAGUE 
The 
New 
Castle 
Church 
golf 
league reaches the end of the first 
Lawrence County Baseball leagues half °f *be Church Golf league sea- 


fanned eleven men. 
Score by innings: 
R H E 
First Methodist ..100 212 0 -6 9 1 
Mahoning ..............040 110 2—8 11 0 
Batteries: Mahoning: Howard and 
Tackitt. 
First Methodists: E. Morns, Ber­ 
ger and J Morris 
—BUY IN NEW CASTLE— 
Pulaskis Lose 
In League Came, 


OFF! 


« 


ON BRAND NEW 
GOODRICH 
TIRES 


Buy One Tire at Regular 
Price and You Get 
Second Tire at 
HALF PRICE!! 


THIS OFFER EXPIRES AT 


MIDNIGHT, JULY 4TH, 1939 


тш 


Regni «г 
Goodrich 
Commander 
Prie* 


Sorond 
Tir* 
For 


YOU 
SAVE 


YOU 
SAVE 
ON SET 
OF 4 


4.40— 
4.50-21 *7“ *3“ *3“ $7*20 


4.7э—■ 
5.00-19 
7 м 
3” 3-72 JAS 


5.35— 
5.50-18 
8 “ 4J3 4-32 g.65 


5.25— 
5.50-17 
9 so 4-75 4-7S 0.50 


6.99- 1« IO35 5 ’8 5'7103 5 


6.25— 
6.50-16 12“ 6 30 6 3"12-м 


These Prices include Your Old Tires 


GOODRICH SILVERTOWN STORES 
19 North Mercer Street. New Castle, Pa. 


KALAJAIXLN AITO COLLISION SERVICE 
East Washington St. Extension. New Castle, Pa. 
BOYLES COAL A SUPPLY 
Mill and Mechanic Sts. 
New Castle, Pa. 
C. E. DUNGAN & SONS 
301 North Liberty St. 
New Castle, Pa 


PERRY A BRYAN GARAGE 
Butler Road. 
New Castle, Pa 


WILLIAM M1LSOM X COMPANY 
Croton and Produce St<.—Croton and Crawford. 
Washington and Spruce—Grant and Jefferson. 
South Jefferson and Yiadu t. 
M. & M. COMPANY, Bessemer. Pa. 


second half will begin July 5. ac­ 
cording to Honorary President Wil 
.son tonight with the playing of five 
matches at the Castle HilLs golf 
The K. Pulaski team was on the 
short end of a 9 to 0 count last 
later than 5:30 o’clock. 
I night in a City Softball League 
The league leading First Pres by- pani6 at Glasser 
the Gus Big 
teams I Brians will battle the Mahoning i Ten rullns: *116 situation very nice- 
churches. 
The 
St. 
Marys 
and ! ly- “Mudciy” Rhodes did a swell job 
Temple Israel teams will meet. Tne of Pitching, allowing but two hits. 
St. Josephs team crosses niblicks Hp fanned 14 batters. Heavy hitter.*, 
AUTO OWNERS 


Watch Friday's 


9 


Paper 


liarn G. Andrews, who presided over 
niatches will start not 
the last meeting of the organization. 
When the second half starts the 
loop 
will 
passess 
seven 
t 
Frisco Firemen having baen added 
to the roster. The first half schedule 
for Friday calls for Bessemer to 
play at Hillsville. 
— Bl'Y IN NEW CAST!—— 
Junior Softball 
Games For Friday 


Radiators Win 
Over Bronzers 


EAST NEW CASTLE 
RIFLE CLUB WILL 
MEET TONIGHT Fannins Defeat 
St. Joes 6-0 


The National Radiators von from 
the Johnson Bronze team last nigiu 
The Fannins trimmed the St. J as- 


WORLD’ S LOWEST PRICES 


SYLVAN HEIGHTS LEAGUE 
Sylvan Heights Golf League will 
; wind up the first half schedule on 
! Friday evening and with the Shelby 
'Social club practically certain of 
| copping first half honors, the va­ 
rious teams are looking forward to 


Pulaskis .... 000 000 000—0 
2 
2 on the hill and he gave up 14 hits 
Batteries: Gus Big Ten—Rhodes 
G. Rass, Stone. Mazzari and Goc- 
and 
Laitenen; 
Pulaskis—Mateja lano had homers for the Rads. 


There will be four more games in 
the Junior Softball 
league 
Friday 
night, it was announced today by I ITT 
. . 1# 
. . 
_ n 
i 
„ 
T _ _.. 
' i the second half of the race. 
Secretary George Lamorella. 
The- 
i 
„ 
cHines will start at 10 30 o’clock in 
*sh6lby 00(181 should have things 
th fS o rm n * 
comparatively easy tomorrow night 
Th* Audhis win meet the Rangers ! !?*"* 
• Dear Park No 
2 Field. 
The i JL R • 
J*. wf‘L “0?™ H1? llst 
Malizias formerly the Croton Bucs 
mill clash vn h the Nobil Juniors at 
Rotarv Field. 
The Kangs will play 
the Florence Tigers at Dean Park 


The real battle will be between 
Hardware Merchants and Iron City 
for second place honors. They will 
tee off on Tee 3. News meets Car- 


Dog Racing 
FOWLER, OHIO 


11 Races Nightly Except Sundays 
RAIN or SHINE 
First Event 8:15 P. M. 
Tuesday and Friday Indies’ Niffhts— Indies 
Admitted Free 
Take Route 422 to Youngstown. Belmont Are. 
Route 90 to Fowler; turn left to track 
FREE PARKING 
ROUTE 305 


No 1 Field, and the Cedar Street ; negie-Ullnoli on Tee 10. Pennsyl- 
Cnbs meet ¡he Weller.* at Clayton , vailia R. R. plays Shelby on Гее 5. 
Street Field 
Unions oppose Babs on Tee 1 and 
Saegertowns and Reynolds, Sum­ 
mers and McCann tee off on Tee 1. 


—BUY IN NEW CASTLE— 


B l Y IN NEW CASTLE— 
Spring Hill A. C. 
Trips Edenburg 


The Spring Hill A. C. baseball 
team 
traveled 
to 
Edenburg 
last 
night and came home with a 4 to 
3 victory tucked in their bat-bag. 
Lefty Lobazo did a 
nice job of 


First Christians 
Trim St. Pauls 


and Plonka. 
—BUY IN NEW CASTLE— 
Columbus Reserves 
Beaten By Nashau 


The Columbus Club Reserves last 
to the Nashau baseball team last 
night by the score of 10 to 4 
The i 
game was played at the Nashau 
Field. The pitching of Hill was too 
much 
for the Mahoningtownians. j 
He gave them but fivp hits. 
Bob- 
lin and Eugpnie did the Columbus 
twirling. 
Score by innings: 
R. H. E 
Columbus ................013 000— 4 5 5 
N ash au .....................520 12x—10 10 2i 
Matteries — Columbus Reserves: I 
Boblin, 
Euginie 
a n d 
Miron; 1 
Nashau :Hill and Grell. 
— BUY IN NEW CASTLE— 
SEPIA STARS WIN 
The Sepia Stars won from the Al- j 
len Street Olympics last night at | 
Ryan town Field 4 to 3. with Young 
doing a swell job of pitching for the 
Sepias. He fanned 12 batters Her- 
shel Clark and Lee had the longest 
hits for the winners. For games | 
7 o’clock 


The East New Castle Rod and 
Gun 
club 
will 
hold 
its 
regular 
monthly business meeting tonight at 
the Cascade 
Garg&re hall 
at 
8 6Phi tcam Iast ni«ht at Rad Field 
B league game 
den permitting just 
ined 13 men. Ray 
meeting 
Kelley was the losing pitcher. 
—b u y i n n e w c a s t l e — 
! 
Fannin -Col umbus A C. game 
GAME CALLED OLE 
for the 30: h at Rase Avenue has 
E j 
The St. Josephs-K. Pulaski game been cancelled. 
® j scheduled for tonight in the City 
Score by innings: 
R H E. 
m 
.Tiwmhs 
000 ooo 000—0 3 2 
000 020 04x— 6 
7 2 


Score by innings— 
R. H 
Radiators .. 201 000 022—7 
14 
Bronze ........... 003 000 010 4 6 
2 Baseball league has been cancelled 
St. Josephs 
Batteries 
Radiators — Rubels | 
Saints will meet instead at Fannins 
Maggie and Ambra^ia, Fornataro. 
—BUY IN NEW CASTLE— 
the season. 
( HKISTI \NS 111 VI B ITS 
The 
First 
Christians 
of 
the 
Church Sof ball League 
made 
it 
nine straight victories in a row by 
defeating the New CaMle Bucca­ 
neers at Dean Park field. 9 to 5 
Dufford’s triple for the Christians 
was the longest hit in the game. 
G. Anderson did a swell job of 
pitching for the winners. 


| Colonial Field at 6 o'clock to talk 
Batteries—Fannins 
Cowden and 
over plans for the second half of Wehr; St. Josephs: Kelley and Wit* 
kowski. 


JOIN THE 


SUIT CLUB 
The First Christians defeated the 
St. Pauls Lutheran tcam last night 
in a church league game at King 
pitching in the pinches for the < avenue Field 5 to 2. 
Bus Hasson 
Springers. He Rave up six hits, bill 
gave the losers but three hits. There 
was effective with men on base. ; were twelve free tickets to first base 1 cal1 26f57 between 
6 and 
j The winners had but five hits off I issued in the game. The Christians j and ask for George. 
of Susany. 
“Mootsie” Mrozek was j will try hard to stop the 16 game 
the feature hitter in the game with 
I two bingles. 
Score bv innings— 
R. H. E. 
Spring Hill ... 002 011 0—4 
5 
2 
Edenburg . . . . 100 000 2—3 
6 
1 
Batteries: 
Spring 
Hill—Lobazo 
and Kline J Ostrosky; Edenburg— and Biown: St Pauls: Miller, Kast-1 hurlrr 
, Susany and Retone. 
J ner and Binder. 


at 


—BUY IN NEW CASTLE— 
Knuir 
winning .streak of the Boro A. C. ! 
JEFF ROBIN’S WIN 
team Friday night at Boro Field. 
The Jeff Robins softball 
tram 
Score by innings: 
R H. E won from the South Side Trojans 
C h ristia n s.............. 000 300 2—5 4 
lj yesterday at Ashies field. 23 to 8. 
St 
Pauls .............. 001 010 0—2 3 3 ! Joe 
DeRobbio 
was 
the 
winning 
Batteries — Christians: Hasson pitcher, T. Clyde 
was the losing 
LEVINE’S 


Next bm Penn Theatrm, 


Remodeling 
S A L E 
NOW GOING ON 


Sensational Values in Seasona­ 


ble Merchandise in Every 


Department. 


Reynolds, Summer & McCann 


“FASHIONS FOR MEN” 


S. Sisco and A. Dc Angus- 
j tine hit homers for the Robins. 


EIG H TEEN 
NEW CASTLE, PA., NEWS, THURSDAY, JU N E 29, 1939. 


Three Are Given 
Commissions As 
Reserve Officers 


Two New Castle And One Ell- 
wood City Man Named To 
Organized Reserves 


R« 
ARTHlR r 
WIMFR 
« . u b m t i o r 
C Hfrrspondrnt. New 
itile Nr»* 
W A SHIN G TON. 
pa rime 
D, 
June 29.— 
nt announces that 
no New Casíle m en have just been 
he organised ,*e- 
srvcs of ti 
Tl* 
St Ì4 
r 13 East 
it Robert 


ip regu 
» Willii 
Lir.colr 
S Harpr 


»m Spence Shir* 
avenue and Ed- 
r. 309 Boyles avt- 
ieen ,«npoint ed a 


*fervfts sr d Harp 
In * nc engine ?r 
cr has been g:ven 
i tlie cavalry re- 


Clvde M 
rfèt. Elia 


ifai.trv rf 


Buzar 
o~d C r 


serves 


d of 216 Second 
v. has been com- 
lieutt na nt in the 
Mr. Buzard is a 
Ellwood postmaa- 
s ran ip. 
William 
reel But! 
Daniel 
Beach, 207 Oak 


l a y pc or d lieut enant in the en- 


-RI Y IN M U CASTUE 


CASTLF.W00D 


Ml 
d Mrs. Hai 
.ere reren? 
/ Henry, of 
Beaver, w ere reeen? guests of Mr. 
and Mrs. A. M. Brow n. 
Mr and Mrs John M Houk and 
family have returned home from a 
motor trip through the south. 
Mr. and Mrs Omer Moyer and 
family visited Sunday with Mr. and 
Mrs. Loy McHattie, of Ell wood City. 
Mr and Mrs. Nathan Knight, of 
New Castle, a:e visiting a few days 
this week with relatives in Castle- 
wood. 
Miss Dolores Welker is spending 
the week with her grandparents, 
Mr. and Mrs. Clair Taylor, of East 
B r o o k . 
Mrs. George Stiefcl, who has been 
suffering for the past two weeks 
with an infected fmger, is not im­ 
proving much. 
Mr. and Mrs. Arthur Whiteman 
and family visited Sunday at fhe 
home of Mr. and Mrs. Roy Miller, 
of Portersville. 
Mrs. Sarah Moffatt spent several 
days during the pa. t week visiting 
with her sister, Mrs. Anna Cable, 
of New Castle. 
Billy Newton, of McKeesport, is 
spending a few weeks visiting at 
the home of Mr. and Mrs. Clifford 
Smith and family. 
Miss Gave Atkinson was the guest 
of her grandparents, Mr. and Mrs 
William Fox, of Ell wood City, for 
several days recently. 
Mrs. Edna White and sons, Cal­ 
vin and Billie, and Jack Hoover 
spent Mondev at the home of Mr. 
and Mr* Wylie Heasley. of Pulaski 
Mrs. William Irvine and ehildrer, 
Raymond White and Neal Nelson, 
motored to East Palestine. O . Sun­ 
day, where they visited with rela­ 
tives 
Mrs. H. L. Daufen and children 
and 
Miss 
Don« 
Wright, 
all 
of 
Camp Run. were recent visitors at 
the home of Mr. and Mrs. John 
Bowers. 
Mrs. Mary Hogue and daughters. 
Jean and Ellen Louise, and sons, 
Clair, Dick and Frank, of Enon 
Valley, 
visited 
Sunday 
afternoon 
with Edna White and family. 
Lyman Johnston and family, of 
HiHsviUr. and Miss Edith Campbell, 
of New Castle, visited at the home 
of Mr. and Mrs George Johnston, 
Of Castl^wood. Sunday evening. 
Miss Charlotte Jane 
Smith, of 
New Castle is spending the week 
visiting here 
While here she is 
the guest of Miss Mar.au White 
and Mr. and Mrs. Clifford Smith 
and family. 
The regular Friday evening cot­ 
tage prayer meetine of the Chris­ 
tian 
and 
Missionary 
Alliance 
church will be held at the home 
of Mr and Mrs. Merle Newton, of 
Ell wood City. 
The members of the Galvin Bible 
class of the Christian and Mission­ 
ary Alliance church, will hold their 
regular monthly business and socia. 
meeting this evening at the home 
of Miss Jean Smi'h. 
Mrs. Lucille McConahy and fnm- 
ily, of Ellport. were visitors Mon­ 
day at the home of Mr. and Mrs 
James Atkinson. 
They were ac­ 
companied home by Miss Gave At­ 
kinson. who will visit at the Mc­ 
Conahy home for several days. 
Mr and Mrs. Paul Looney and 
family motored to Follensbee. W. 
Va , Sunday where they spent the 
day with relatives. 
They were ac­ 
companied 
home 
by 
Miss 
Ilene 
Locfiler, who will be a guest at the 
Loonev home for two weeks. 
Sunday visitors at the home oi 
Mr 
and Mrs. Georec Stiefrl were 
Mr 
and Mrs. Lewis 
Hooker and 
family, of Wurtemburg; 
Mr 
and 
Mrs Richards and son, of F.iwood 
Citv; Mrs. James Atkins and son. 
of New Castle. Mrs. Hughes and 
daughter, of Easf 
Liverpool, O.; 
Mrs Louise Morrow, of New Castle. 
Mr 
and Mrs 
Wayne Parshali, of 
the Bu’ier road. 
fU V IN NEW CASTLS— 


r a b i e s i n c r e a s e s 
IN PENNSYLVANIA 
HARRISBURG—St a list cs on Hie 
tn the Bureau of Animal Industry. 
Department of 
Agriculture, 
show 
that the prevalence of Rabies in 
the Commonwealth has increased 
During the first four months of 
1938 a total of 169 dogs heads were 
examined for Rabies 10< 
o* which 
vcre positive 62 negative for sam e 
four months in 1939 there were 347 
cogs' neads examined for Rabies 
diagnosis. 211 o. w men 
* 
» 
tive. 136 negative. This doc.> no. in­ 
clude 21 clinical cases reported by 
practitioners throughout tht State. 
Bil l IN m ;w CASTLI — 


FARM INCOME 
HARRISBURG. June 29—Farm ­ 
ers realized a gross fa m in 
220.000.000 in 1938 compared with 
|1C 350.000.000 in 193 •, according 
o 
a revised series of f 
timates of the Burt 
tura Economic1 
Ti 
672.000.000 in 1936 
1925-38 period for 
\ used series is now 
$5,562,000,000 in 1932 


SALE OF 40,000 POUNDS OF FRESH 
CHOCOLATE 
and VANILLA FUDGE 
SPECIAL SALE of 250.00 
Sc R-B PERFECTO 
CIGARS 


PRESCRIPTIONS 


Boxof25 


TODAY. FRIDAY and SATURDAY 


Hollow 
Hull Sail 
B o a ts 


r o t Only 
c 
98 


Lux or 
Lifebuoy 
Soap 


f o r 17c 


Handy 8-Inch Stationary 
KWIKWAY T-W-A 
ELECTRIC FANS 


d 
$1.19 


50e 
Rarbasol 
Shave 
Cream 
35c 


1 Tb 
Hershey 
Chocolate 
Syrup 
8c 


KOTEX WONDERSOFT NAPKINS 


In the Special “VAL^U-BOX 


.00 


81.25 
Vendol 
Medicine 
2,„,S2.25 


*1 


TI« handr. —— » I—t »»I *• 
bar the*«* popslar **niUr? *i»P- 
hl*i*. 
They ( r i d r i lb» W»nd#f- 
pnfl 
i !4n 
th»l 
*«n I 
ebaft, 
r«BAlu-r renier tbal ■ 
t fhS. 
••4 Teprrei end* wen t *hew. 


Ur *f 12 
20c 


Summertime Is I’icture Taking lim e! 
5x7 ENLARGEMENT OF YOUR 
l A l 
FAVORITE NEGATIVE 
I w 
H ith Every Itoli of Film Developed at People*. 


BOX CAMERAS 


Agfa Cadet BÎ ................................ 


B a b y 
B r o w n i e 
.......................................... 


S h u r - S h o t S p e c i a l 
................................ 
Eastman 
Bullet 
............................... 


aall-Be»rinjr 
Holler Skates 


Cut 
To 
87c 


LAWN CROQUET SETS 
98c 


At Our F ountain 


C A N T A LO U P E 


SUNDAE 


TODAY. FRIDAY 
AND SATURILA! 


Saturday S p ecial 


j r . u 


a Any 15c Sand­ 
wich 
# Pie or Cake a la 
Mode 
a A n y 5c 
B e r e r a g e 
A 
R e g u l a r 
35c 
L u n c h e o n 
AXiJL 
F O R 
25c 


60c 
Omega 
Oil 
49c 


60c 
Mum 
Deodorant 


Cut 
To 
49c 


tflc 
People’s 
Peroxide 


REMEDIES 


60c Bromo S e ltz e r ................49c 
$1.00 Mile«' N ervin e 
83c 
50c Limestone Phosphate . 39c 


60c Rem for Coughs 
49c 
65c Pinex at P eo p les 
53c 
65c Father John Medicine. .45c 
60c Scott’s E m u lsio n 
49c 
50c Bo-Car-Al Powder . . . 43c 
35c Astringosol Antiseptic 31c 


50c Lysol Disinfectant . . . . 43c 
25c Anacin T a b le ts................ 19c 
$1.25 Kelpamalt Tablets . .84c 
25c Fennamint at Peoples . . 19c 
50c Dillard’s Aspergum. . . .43c 
25c Hill’s Cascara Quinine. 23c 
50c Epsotabs at Peoples . . .39c 
50c Pablum at Peoples . . . .39c 


■ 41 A A A 
SSVEN PIECE 
I V 
' V 
U 
V 
CRYSTAL CLEAR CLASÌ 
WATER SET5 


FOR ONLY 


i onsKta of: 
A two-quart pitcher, with ice bridge and six 9-ounre ylaaan. 
If vou don’t think this 
is a SENSATIONAL VALUE . . 
just trv to duplicate it! 
Just imagine . . . a 65-oiinef pitcher In a 
graceful panel design . . . and 9-ounce glasses that match it for beauty . . . all for 29c! 


TOILETRIES 


60c Danderine for the Hair . 47c 


50c Ipana Tooth Paste...........39c 
50c Johnson Baby Powder .39c 


60c Mum D eodorant..............49c 
$1.10 Angelus Lipstick . . . .87c 
50c Mulsified Shampoo . . . . 35c 
50c Lyons Tooth Powder. .38c 
50c Glostora for the Hair. 43c 
$1.00 Delatone Depilatory .87c 
50c Barbasol Shave Cream . 35c 
50c Kolynos Tooth Paste . . . 39c 
75c Arrid Deodorant . . . . 59c 
25c Lifebuoy Shave Cream 23c 
50c lodent Tooth Paste. . . .35c 
50c Hinds Honey and Al­ 
mond C r e a m 
.39c 
50c Pebeco Tooth Paste . . 39c 
122-oz. L u x F la k e s.................19c 


10o 
Big Ben 
Laundry 
Soap 


for 14c 


50c 
Lj m I 
Disinfectant 


Cut 
To 
43c 


10c FeopUa 
Choie» 
TOILET 


TISSUE 


4 tor 27 


25c 
Drano 
At 
Peoples 


C u t 
To 
17c 


25c 
Austin’s 
Carpet 
Cleaner 


96c 
B ü t m o r » 


POCKET 


WATCHES 


H a n d s o m e 
»as**. 
d e p e n d a b l e 
w ork * 
u n b r e a k a b l e 
c r y s t a l . 


36 B y 5 0 -I n c h 


REACH 


TOWELS 


Don't art 
d all 
• r & 
im, Hur»« 


98c 
Value. 77 


C l o v e r l t a f 


GOLF 


BALLS 


I.Hely center. 
L 
b a la n c e , 
t o u g h 
Ha la t a 
c over. 


Bal» Prie» 


Dr. West’s Miracle- 
Tuft Tooth Brushes 
roothbrush Without Bristles 


«ut 
; V 
Ollt 
diet a n 
Hi t«*ni 


With Glass 
( ontaincr 47 


Two Ways to Improve Your Shaving 
Williams Shaving Cream 


r,(tc 
Tu he 39 


Williams Aqua Velva 
A f t e r 
S ita r» 
L o tio n 


25c 
Rotti*'21 


The Economical Way to B r i g h t e n Your Smile! 
Listerine Tooth Paste 


M<»r» T h a n O n » - F o u r t h F o u n d fo r Only 
W o r k * a Mi ra rlo In y o u r 
m o u t h a n d u p o n y o u r te e t h 
pecaUan It I« wup* r-* h m |?ed 
w ith L u s t e r - F o a m ............... 33 


Listerine Tooth Powder 
33c 


If yo u p r e f e r p o w d e r f o r 
< I* a niiur X o u r te* th, tr y Lis 
f e r in e am i m a r v e l a t y*«ur 
M p a r l i i n x e m i le 
40c ai/.e . 


VAC’ATIONING? 
Don’t Forget to Take Along 
Kleenex Disposable Tissues 
______________________ Box 
I Q i 


i m 
r 
" 


of 2(H)... 
2 for 25c 


You' 11 n r e d t h e m for « ** 
m o v i n g t r a v e l s r i m e , to 
w ip e o f f ci * a m ■*. m th e 
e a rn of hah> 
fot 
w ipltl* 
s u n 
K t a s s ' ■ :*, 
. V n *1 
* o 
m an > o t h e r uses. 


Box of 500 . .28C 


Aluminum 


FRENCH 


FRYERS 


69c 
Value 47 


GARMENT 


RAGS 


A ix 


10 


I1DIIPC GIBBS peoples nnnpc 
U n U U O 
SERVICE STORES 
U ll U U 0 


04 E a s t W a s h i n g t o n S tr e e t a n d 9 S o u t h M ill S tree 
DRUGS 


21-Inch Tan or Gray rwecd 
WEEK-END CASES 
Saponate» Looking 
Roomy 


? .& i 
and 
I Coin) . 
S m a r t 
.si ; ipod 
t r i m 
Ih*x i\ aud k« x» 


i l l - i n c h B la c k 
W o k E n d C a p»* 
$1.19 


$1.19 


: n * * e 


American 
Picnic 
Jugs 


cold f o r 2 


One G a llo n 
lc 
98 


50c 
Phillips’ 
Milk 
Magnesia 
34c 


Lighthouse 
Cleaner 
Cut to 


f o r 9c 


1 Quart 
Welch’s 
Grape 
Juice 


Cut 
To 
39c 


1 Pound 
Circus 
Dog 
Food 


C u t 
T o 
4c 


25c 
Griffin's 
\11 White 


15c 
Milk Bone 
Dng Food 


%V... 10c 


50c 
Jergen’» 
Hand 
Lotion 
sr 
39c 


25c 
S tni- 
Flush 


rT ... 17c 


25c 
Carter’* 
Liver 
Pills 
S* 
19c 


m Pints 


Gla-Coat 
ir 
59c 


I^argc 
P 
Ä G. 
N apt ha 
Soap 
3 for 1 OC 


55c 
Pond's 
t old 
Cream 
Cut 
*ûr 
T o 
w J V 


Atlas 
Shoe 
Polish 
5r 
4 c 


25 Foot 
Garden 
lll*M' 
98c 


me es­ 


alarne 
a¿THE NEWS. BY MAIL 
YEAR. $5.00 


NEW CASTLE, PA., NEWS, THURSDAY, JUNE 29, 1939. 
NINETEEN 


NE W DISTRICT POWER PLANT 


New Steam Power Plant Of Pennsylvania Power Company At 
West Pittsburg, Now In Operation 


TWENTY 
N E W C A S T L E , P A ., N E W S , T H U R S D A Y , J U N E 2 9 , 1939. 
Pennsylvania Power Company’s New Plant Formally Opened 


ere District Power Js Generated 
New Plant Of Power 
Company Occupies One 
Of Local Historic Spots 


Heads C. & S. Corporation 


Power on the 
Braver river 
Is 
nothing.new, but the kind of power 
that today Is pulsing along the cop­ 
per arteries of 
the Pennsylvania 
Power Company’s modern plant at 
West Pittsburg differs somewhat 


and heat, and violence, they know 
it Is energy and they know what 
it will do and how it will act, but 
what it Ш is yet for the ages. 
A Labyrinth 
Visit the power plant and remem- 
from the power the same spot had jjer 
that 
at your bide 
are 
the 
seen in the years gone by. 
wraiths of two of the mightiest men 
Once it knew the-power of the u j10 (Hf.r pved here 
Pak-an-kee 
mighty Delis wares, the power of an(j Glickhickan 
From the high- 
Clnef 
Pak-an-kee and 
hLs chief wav the power plant looks like an 
sachem, Glickhickan. In the village 0ffjCP building, or an apartment 
of Kus-kus-kee neat the .4 *>t where building, with what appears to be 
the i>ow**r plant now stands, they (he central heating plant on the 
were supreme 
Their power extend- rivers edge. 
ed as far as the eye could see, but 
Nearby Is a great field of coal, 
the power wav that of a chieftain, thousands of tons of it on the 
strong, alert, a ruler. 
ground, 
awakened 
after 
twenty* 
Power 
Of The i*#*pel 
five 
million years of sleep and 
In 177» a new kind of power w*as forced 
to give up Its atoms of 
seen along the Beaver river, and energy that this energy may 
be 
this on the very spot, or close to converted into a force that is the 
the spot 
where now 
reposes the envy of Jove. 
plan' which has harnessed 50.000 
Oddly enough the most in’erest- 
horses for the production of elec- Пщг thing to see at the power plant 
tricitv. 
is not the generating equipment, it j 
Th t power was the power of the щ the coal equipment. The gener- 
Gospel, preached and taught by a ator itself is an ordinary enough 
band of devout Christiana, Morav- looking piece of machinery because j 
ians under the leadership of that the wonders of it are concealed by j 
remarkable 
pioneer, 
David 
Zeis- the cover 
The boilers are massive, 
berger. Hen* David Zeisberger came ajmoRt frightening in their massive«* i 
in late April, 1770. with hLs band ,jess. but the equipment used fo 
of followers, carrying the gospe! j crush, carry and feed the coal into , 
to the Rodskii s in the wilderness, j the boilers Is interesting because of 
driven from their former home at ltJl wihe range of territory. 
Lawunakhannak on the Allegheny, 
0 n A н,0ц*г (oaater 
river, wither they had come from j 
c-oal is first carried into the 


NEW POWER PI ANT AT WEST PITTSBl KG 


The New Castle steam power plant is located on the Beaver river approximately four miles south of New Castle. The building occupi*» 


the center of tt# Moravian church 
i in Bethlehem. 
j 
Here along the Beaver, the pious 
' Zeisbeftger labored pouring out the 
message of the Gospel, power 111 his 
voice and power in his actions. His 
eloquence 
and 
faith 
converted 
anace of 125x170 feet with an office section 30x82 feet. 
The plant building consists of the turbine room, boiler room and office. The turbine room which contains the turbo generator Is 125x84x46 
fort 
The boiler room is 125x87x85 feet. The basement floor hou-es many of the pumps and other auxiliary equipment including coal pulverizers. many 0j the Indians until finally 
On the ne*t floor known as he mezzanine, the various teed water heaters are located. The ground floor of the plant, which Is known as 
they wore driven out ai d 
moved 
the tir bine room 
is actually the plant operating floor. Here the turbine is located and in the boiler section the firing floor of the boiler. 
along to a point in Ohio, which they 
The Turbine room extends from this floor to the roof of '.he turbin. action. On the boiler room side, however. there »re four floors con- n.rned 
^ 
^ ^ aI)d plpfs ,lttul lt flnally reaches ; |lk p 
out of Horatio Alge: 


ciusher house where it travels up 
nto the air many feet, crushed 
down to the size of a pea or a small 
walnut and then is taken for a 
roller coaster ride. 
Out of the crushers onto a mov­ 
ing belt line that ascends .sharply 
through a long tunnel high in the 
air. Oti into the power plant, into 


WENDELL L. WILLKIE 


W* ndel! L Willkie. présider : 
>f 
• h«* Commonwealth & Southern cor 
pora lion and ‘he principal speaker 
• t the testimonial dinner tonight 


na 
and so we 
he was a>. 


to the Pennsylvania Power com- 
tlie hoppers carried around in tubes pany. has had a career that sound.-» 


tamma electrical control rooms, stoic room and laboratory# 
, 
, 
rhp , , fIoor ,n . he boiler room section is known as the fan room and here are located the huge forced draft fan and induced draft fan, being poured out from that spot on 
together with the dust collector. 


it ,ам с rush; :ig opera’ ion 
it is reduced to the fineness 
Here 
of 


Urban and suburban resident alike 
know the joys of electricity, the 
j debutante uses it to curl her hair ; 
and the farmer uses it to light his 
cattle barn, to chum hLs milk, to j 
bring the programs of the world & » 
ifinest artists to his living room. 
Other Activities 
To list the 
other activities of ■ 
Louis B Hound is to compile the : 
civic activities of New Castle for 
the past 20 years. 
Chamber of 
Commerce, Rotarv club. Y. M C. A , 
Red 
Cross, 
Community 
Chest, j 
Greater 
New 
Castle 
Association, 
church activities, military affairs. 


Electric Power 
Is Greatest Aid 


the Beaver where 
he 
t 
m iiad 's fare powder and then is mg the Worlc War he was 2 
lazily along in graceful ar(S^ 
^ 
t blown into the furnace. 
! cer of the field artillery, an 
r. ;he war practiced law in Akron. O Common* * a.'h ¿z So r-.v-r r. m 1933 
r. He was associated with the law firm when T. W Mar* in resigned and B. 
of a different kind but a kind of 
power that turns the wheels of in­ 
dustry, the farmer* churn, th* ‘ 
lights homes and vitalliea radios 
terrifying bolts o 
' na 


did he handle th a n 
d to form the lax 
; ". 
hip ... Ne с York C^y of 
t-ас 
к and 
general соun- 
i *c r *he Common'.- ea.'.h & Son’h- 
T corporation. 
HLs m » -,a: grasp of power prob- 
Born in a mid-western town, he len s. hLs ability to organize and di- 
jdfed law a a voting man. 
Dur- 
' and his facuitv 
presen .r.? 
an 
offi- m atters in a fair, intelligent manner 
and 
after car-ied him to ‘he r ;r idenc-.’ of the 
1933 ♦ 


Enables 
American 
Work 
men To Produce More 
Finished Goode 


BIG LOCAL ASSET 


these and a score of others have 
tailed him from hU bti.y life »nd N E W POWER PLANT 
never has he refused 
How he does 
it is a secret that only he knows. 
It may be the abiding faith he 
has in the American wav. 
It m iv 
be a bottomless well of energy that 
he taps at will, it may be an order­ 
ly mind that can carry a dozen pro­ 
jects at once and never confuse 
them, but whatever it is. Loius В 


an he 
he 
,u 
Round has made himself a factor world. Th*' 
for 
good, 
for 
advancement, 
for given 
him 
Americanism, for all of the things multiply 
that go to make up a healthy, de­ 
cent, progressive community 
The boy who came from Canada 
after the tum of the century has 
long since reached m ans stature 


n 


But in hi* ascent up the ladder he 
has carried with him the ideals he 
brought from another shore, he has 
reached out and given 
a lift to 
those who found the going mor* se­ 
vere, he has been a man among 
men, a citizen of worth an execu­ 
tive who has reflected credit upon 
the organization which has him for 
its head here. 
Of course, he is proud today and 
why not? 
The gossamer dreams 


America’s 
industrial 
workman 
produces more finished product and 
in a shorter working time ! 
could in ar.v other country 
s because Indus 
mechanical 
ha 
strength and «k 
behind each machine stand 
to drive it—electrical powej 
has become a vi’al necevsity 
us low cos? cars 
radios, c 
transpor* at ion and the mill 
one things we Americans 
need 
In the new power piai 
Pittsburg this \ alley has 
ance of a present and tut are 
of power for the industries 
here, and for those ?haf the 
may bring 
Electric;?' in 1 
has revolutionized the metl 


f the mvsterious 
stuff that is finally harnessed down 
to where it lights the lamp in the j 
sick room 
and responds 
to the • 
touch of a little child. 
If They I ’anie Rack 
Standing on the banks of the 
placid 
Beaver, one 
wonders 
if 
somewhere in the offing the spirits 
of 
Pak-an-kee and 
Glickhickan 
aren t hovering about today, observ- ; 
ing the strange looking ‘council 
house 
that has aiuen. pondering 
on the wavs of * he white men and 
conjecturing 
what 
those 
strange* 
1 >oking line* are that lead from the 
“council houM* on out ever the til)In j 
where osiC'f6 itiev h u i i t f o r ines v. 
might Pak-an-kee and 
wonder at the strange 


blown 
It Lsi. t coal as you know it now 
it’s dust, fine enough to rub on _________ _ 
___ __ 
vour hand without chafing A draft handling the legal questions of th 
C Cobb, cha.im an of me board, re- 
of air carries it into the flame and Northern Ohio Power & Light »com - tired. 
the pent ip energy of the twenty- 
five million vemrs is released with j 
aiii ost explasive force. 
carries you up quickly. 
From the 
The 
boilers 
are 
giant 
things# top floor you step out onto the roof 
From ash pit to the top section and 
behold 
one 
of 
Lawrence 
thev are the height of a five or Six county’s manv beautiful scene5. It 
story building 
Here harnessed by seems you are in the bottom of a 
the wizardry of man are fifty thou- j huge bowl and around you for m ile s 
‘and horses, straining a* the leash 
»re green garnishes Which are trees 
never tiring hurling their strength 
Outside the plan* 
Is the rub- 
forward aga rs and again, that the station, a maze of transformers and 
mighty generator might be kept in arresters bar- and wires the place 
action. 
Ft «MU 
’he 
n v e r 
th a t once 
saw 
th e can oe* o f 'h e D elaw are." c o m e s 


ftere ÖI 
Not ai 
Olii khk 
и ; 
of u 
be N «* * 


w a; 


And 
»öwer 
i hich 
» give 
hing, 
ir.d 
arid 


looking building out 
in 
who today are visitors a 
Pennsylvania power p.mn are fill- 
mdermen? a.so УУе know 
? it than the two Indian 
how much? 
We, too. 
at that mvstenous. stuff 
tarried along ti.ose cou­ 
n t, too. marvel at the 
-a 
of 
the 
mechanical 
necesaar) to the power 
r it I* ail said, we 
farther along than 


ed w*th wi 
more a bou 
braves bn 
wander w I 
is that is 
jier w 12 es 
complex;?: 
equipment 
plant, and a! 
t muc 
, rv 


at 
ir i 
West 
saur- 


the Indiana 
We 
the engineers an 
cr.be 
generators 


esidy 
it ure 
1"? rv 
is Of 
two generation" 
ago in so m arv 
ways it is hard to recount them all. 
In the steel industry for instance, 
, , 
,_, we have motor driven rolling mills 
he spun barn in the da\s wiien * e producing r ’rip s ’eel In long lengths 
read meters 
has today materialized ^ glmost 
anv thickness desired 
into something fine and lea, and 
^ thin it can be torn 
worth while. 
He has a right to be ^ (p ft piece of paper Cement mills 


ail it eieciriCHy, 
d technicians des­ 
and 
condenser* 
and 
induction rods 
motor* and 
armatures 
and 
pre-heated 
boiler 
tube* and then with one Simple 
question they join our ranks of aitu­ 
ple laymen 
'What u electrtcitj 
^0U ask tliem and the\ answer, * we 
do not know.*’ 
Thev know lt is power and light. 


mb lion* at gallons of water to cool 
the heateD* boiler t »br.- In the con­ 
denser i" pure water heated to im­ 
belle va b.v hot terms, turned 
searing scalding steam one minute 
and then hurrv.ng or. through the 
Condej:*ers to be ffturncd to wate. 
ar«d sent cn its journey again 
And finally ’he generator which 
doesn't generate electricity at ail 
It captivate* It The electricity al­ 
ways was in the ai 
inertly captures it 
erring fingers g ade* it 
copper cells we cad wires 
No («nfuMoo 
Inside t hi 
tmagir 
abora 
silver 
that almoet 
ness, no ev* 
and heat an< 
nec e>. #4* rv f or 
Would you 
’eve' of the 
hich ’he b 


I: 


vlai 
into ded 


the generator 
and with un- 
Into the 


where the 66 000 volts start their 
course over the hills of Lawf8nee 
countv 
amazing place this power 
:he Beaver river 
You will 
y doubt while the pre-ent 
i ceremoiiie" are on 
And 
wisely comment upon the 
,*» machinery, of the vast - 
h e instrument boards, of 
th e m e c h a n ic a l beauty of th e boilers 
and then a fte r hearing your guide 
exp.air. everything in de ar, you will 
cagilv make some remarks indicat­ 
ing your understanding 
But 
y o u 
w o n ’t. 
You Will 
ta lk 


haps vouU know something about 
r 
bu: n 
much. 
The engineers 
are much smarter, they admit they 
know only a little of it. Thev knov 
how *o harness this strange Pegasus 
we cail electricity, they know how 
o woo him from the air. how' to 
send him along to your factory, 
' rour home and vour club, 
>ou how strong he Ls, 
he can do. bu' confiden- 


rm. 


Know 
lines. 


size of t! 
ness of 


they u 
too mi: 
hi." disi 
there at 
'her 
wc 
:. ick л П 
er do we 
lample oi .. 
a D" wer pli 


\ ou they don’t 
abour his blood 
on, or lust why 


I lie t 
We on 
^ YVU 
£ i Y* hi 


iery. a pc 


is a 
ohms and vol’s and k: 
units and boiler capaci 
► watts, ne a* 
y and per- 


•rei 
Cl 
to 
Ш' 


Pak-an-kee 
or 
ere 
here, 
know ;t .s 
em 
and 
is second 
- c i; ptr.€ n t and ma - 
plan* that adds o 
importance of Law- 
plant of which all 
proud. A plant that 
the Pennsylvania 
and to 'he me a 
operate it. 


.e w us 


sect 


oer 


upon w 
topmos 


rr house one might 
in a huge tuning 
idling wills of tile 
machinery. 
floor* 
ie m their сleanlt- 
ce of the vt ruggir 
pvolt tl.at haд been 


A l t . 
o frt»m the 
lower 
ige concrete c&rp^t 
bui.ding set.« to th* 
* a modem e le 'ator 


proud of that “Hall of Wonders 
down on the Beaver river and you 
and I are proud with him and for 
him. 
—HI Y IN’ NEW CASTLE— 


T h e r e 's pride in th e heart 
eyes of 
vania Power Comp 
_ 
want to talk to you atx 
thing, the huge power p.ant that is 
being formally opened, and their 
pride is shared by all of us. 


LOUIS B. ROUND 


and 


>n 


B’ 


wages, but the fa^t growing elec- , 
the men of the Peimsyl* trical industry intrigued him. he j 
anv todav. The> ( thought he could envision a broad j 
one future for it. and against the ad- 
t is vice of his friends he took the Job 
vu‘h the New Cadle Electric Com- ■ 
pany. 
I 
His job of meter reading brought 
h the 
se pride business he knew he would love. His , 
modesty 1 enthusiasm for the job and his j 
•s it for avidity to learn more and 
more j 
>ly keep about it got him the Job of meter- | 
in this tester, then meter installer, assLst- ! 


Power Provided 
For Farm Areas 


quarry the limestone haul it to the 
mill; 
crush, screen, classify and 
wash it, bum it to a cinder 
pul­ 
verize and mix It and package and 
hip it- all by meaiiA of the elect!ic- 
ally driven tools of their trade 
The pottery business ;>• 'he olde>? 
in the world Y^-t todav that busi­ 
ness has reached proportluas un­ 
heard 
of twenty-five years 
ago 
turning out beautiful ware at a low­ 
er price- all because the science of 
electi icity. and mechanics together 
have contributed toward letting the 
potter multiply hi* hand* bv power 


Modern Power Companies 
Require Knowledge, Talent 
And Skill For Operation 


among 


а и ' 
win 


and 
Fou 
read 


driven tool*. And the uniformity of 
E x te n sio n Of 
P ow er Lines quality is much gr«*ie» than be- 
_ 
# 
_ 
j 
fore The skilled ( raftsman and the 
T o 
L o c a l 
r a rm s IS 
machine together have crested a 
q # 
j 
P rn rrra m 
¡much wider field for the pottery 
B te a a y * rojfx iu ii 
manufacturer, with the usual result 
——-------- 
of more Jobs for more people. 


T 
T 
r 
- r 
. i K 
! : W iU t Y 
F A R M E R S 
K O W 
¿ 2 


’• " * * * 
w 
h a v e p o w e r m 
m 
, for 
malting 
babbitt. 
fype-mCal 


the personnel of 
the Pennsylvania Power Company him into his first contact w 
there is one gentlem 
exceeds them all but 
hides it. 
Well nearly h 
not even he can com pi 
from vt>u the pride he h 
new plant. He is the vice presiden; 
neral 
manager. 
Louis 
B 
who rose from 
o the directing h 
company, a man whc 
has risen from the first rung 
the ladder to the top rung. 
Started In 1907 
Louis B Round is a self made 
man. Back of him are no collegiate 
degrees, no years of ivy clad cohere 
work, nothing but hard work and 
onquerable spirit, plus an Com pan* 
faith in himself and the Pennsylva 
hich he had come as a Pennsylva 


C om pany Of T odav Far Dif 


ferent From Those Oi 


Y ears A g o Locally 


U P TO D A T E M E T H O D S 


B R IN G E M P L O Y M E N T 


neact of the hydro-electric plant, 
in 32 years 
In 1917 the New Castle and E1Î- 
wood plants were consolidated and 
he was made assistant 
Ch 


in the new power plant just com- j 
pieted 
I-Yom the .skilled operators i 
at the plant, through the vaiious 
department* of the company, to the 
final delivery of the energy at the 
customer's 
110111«*. many employes 
in different depaitments. trained, 
along different types of work, play | 
a part in rendering electric serv­ 
ice to the public 
Many of the com- [ 
pany s facilities can be seen by the ■ 
J- 
| customers in the poles, transmission j 
It take* more than a “butcher.; lines, and building* operated by the j 
baker and 
randlrs’ick-maker” 
to company. 
But few people nr* in a 
run 
a modern power company. 
In position to see or roinprehend the 
fart a wide varictv of talent, skill ‘ intricate and 
multitudinous 
ta к" 


OÍ 


in 1918 w i 
Round su< 


In 1921 


to J. C. 
he superintendent, and 
n Mr. Chestnut left, Mr. 
ceded him. 
1 o The Top 
he Pennsylvania Power 


The American farm is one of the aj]0y sf ^ ] s essentia) tn certain pro- 
bigge.st. if not the biggest, powei ! rpss Many a hot kilowatt is used 
user, of any Industry in the conn- j jor й spot of heat inside a press, я 
trv today. 
Most of 
that power, j ^ 
or 
in crane cabs, watch- 
however, 
power 
the 


bra.ss oi] 5twl. or lor mnklriK ..porial j n|)()' ^tiow ï< rie»- Is rnr|utirrl to carry involved in kecptnc those facilii jp.. 
on the operations of such a com-! funrtionine properly at every 
panv and ,-upplv Its essential aerv-l slant ol the ria» or msht 
And t.-a 
ire to the public. 
»«• abl<' lo ггя|1:''’ !h'' огаатгачоп 
There »as i dav when the little required in malntatnln* the business 
vever. is still literally 'horse" m rns .shanties and Isolated w ater,. 
. 
‘ enninanv'a neraonnel relationships, such as billing, eol- 
rer. 
The tractor has cut Into . pumpK. to prevent freere-ups. 
| ^ 
“ 
a 
aupertnlen-: lectin*, and metering, between the 
mobile power requirements 
111 
Electricity moves heavy products 
, 
w s 
¡wu.man 
meter c o m p a n y and its fifty thousand cus- 


ai 
at 
со 
bo 
: ' to 
rom F 
As a boy 
to Canada, 
farm. 
Aft4 
came 
N* 
acquaintca. 
p ,: a j(>b of 
job, that of 
he kefM for 
He next ' 
known as t 
nee ring Com 
mechanics a 
improve hu- 
informed hL‘ 
leaving to ta 
Castle Elect! 


year 
Cast к 
nderit 
me kir 


ne from England 
he worked on a 
n Canada he 
."■trange, un- 
: if he coula 
I. He got the 


1 ими: which 


was 
formed 
and 
he 
past few decades, but only in fron) one process to another by 
a 
properties 
of 
?*ie recent vears has electricity taken means of cranes, conveyors or bat- 
a-Ohio company 
* re* j 
place as a major contender lor 
(ery trucks, and then it help 
to 
gated under the new corporate title. ’ (j^e faJm jxiwer market. 
load them on the cars at th«* ship- 
Mr. Round was made vice president 
Rapid extension of electric serv- ¡ping platform. 
and 
u n i'.a l 
manager 
and 
the ¡ce t0 tj,e farms of western Penn- ! 
it prevents accidents and con- 
growth 
end 
deveiopmeiu 
o* 
h i' >syfv&nia has brought to the farm - serves the worker’s eyes by lighting 
’in- in a lai *e 1111 a'Hie j 
{jjjs section a new. cheap, | bis work, a»id the aisles and ststr­ 
ive aenius. to his in- 
for knowledge and 
limit less capacities 


ie Pun 
pany, v 
id stuci 
enow le< 
[907 


company v. 
to his exe 
satiable d< 
hLs appan 
lor work. 
When he entered the sendee of 
* company electricity was almost 
usury in the home. Today it is 
» 0f che necessities that modern 
mans must have. 
When he en- 
ed the employ of the companj 
of the company ended 


dent, 
w no 
wa 
reuder, bookkeeper, collector, plant 
opeiator and general handy man. 
In those days the plant .started up 
when the sun went down and oper­ 
ated until the customers were sup­ 
posed to be in bed, thus the oper 


tomers. 
Must Build. Maintain Lines 
Thousands of miles of transm is­ 
sion and distribution lines must be 
constantly maintained and added to* 
each year a* the lines spread f a r - ; 
ator w;us Ire«* during the day 
Ю i ther and farthei into rural areas 
WALTER H. SAMMIS 


conduct the other phases of 
his 
business. Those little compatues had 


ill 


convenient tool not only to lighten ways . And 
plant operators have 
their farm labor but aL*"0 to in- I learned that a man works more ac 
crea . 
. 
. 
. 
... 
costs 
Tlie rural electrification de- ! see his task is increased with g(K)d 
partm ent 
of 
the 
Pennsylvania lighting. Take »way electric lighting 
Power Company b" organized to do from an industrial plant and it 
wo major tasks: to arrange for the 1 would lie like stopping tlie heart of 
extension of its lines to the farm- It. 8c*ience has entered thLs field of 
ing area*, and to promote the use lighting and today the lighting en- 
kilowatt hour being 
ribes the amount and Ilv< ctnis l)eI 
,,UU1 ^ 


B esides 
the 
fifty thousand billing ¡ 
Walter H SammLs. 
president ot 
;c mt may 
an instruct" r In electrical engineer«» 


,r la m labor but also to m -j 
tied mar « man worits 
«t'-t ^ r t r t r t i g l e . 't h e awvtee wm not 
nolt'es ' “r p<*'‘lls' lv“'"** 
I 
U..IV limited 
but 
unreliable, even all(1 0(1„ , mad are prepared .m l us » 
P«*«r «.a« 
^ 
1 Powei 
, Mu tu g.n a, a 
during 
the 
hours 
ol 
operation. • >seIll. out 
Elaborate records must in New t astle out his im.i.t iue .s »«.t ll№mbet 
oi 
us e; ai. 'cnng staft. 
Lighting was the sole use lor the 
continuously prepared, both for i constantly. 
He is a.so a \ice presi- late*, he wa> with tlu 
H Penney 
current, bulbs were expensive a n d 1 t 
normal conduct of the business! dent 
of 
tlie 
Commonwealth 
uiterf-t.s in Boston then back to the 
of poor quality, and the cost of 
energy was high, prices of twenty- 


ric С 
below ilîffr? w hie 
in the engmeeiil 
The foreman 
not to make a m 
him and i -fc a 


lines 
r usci 
ru ra I 
Hill 


, r.f < 
nr 1 
:nc 


increase m h 
retrieit'. 
piciuic 
iiangcd. * 


of electric Txjwer in the home and gineer pres« 
------- 
----------------- 
on the farm where service has been type of lighting each lask 
s h o u l d not at 
■ •* 
have 
all 
with 
instruments 
and 
in nirnaou* irognvs 
meters «nd without g u ess w-ork. 
! 
The tremendous progress made by 
i nnrr in* r„i»i ,M r„ ,,,,, 
«-A 
The new power plant makes these! the industry can be seen in the m- 
th, Vf un nanv lines are extended to 
* things available in this dishut and tianization 
and operation (*t 
the 
... 
rc’inn of the companys tern- 
becomes a force in further develop- Pennsylvania Power Company, 'hi- 
L 
m 
l on jpag, Twlnty-Two) I ment ol ind.as.ry here. 
‘ progress being parUcuUrly evident 


the city line, in made available. 
Ic wires mere’* 
Rapid Extension 
n anot ;er, while 
Under the rural extension rule of 
lie or nothing ot 


and to conform with the regulations | Southern and -is an hcnoicd guc c. Consumers I’c-wer lh in pany as a>- 
under which utilities operate. 
her* today. 
He util speak at the sistant to the vice president and 
Every 
customer 
has 
a 
meter, testimonial dinner to his company genera! manager 
which must hr maintained at a high tonight in the Cathedral 
In 193« he was chosen as the pre - 
degiee ol accuracy» under widely 
He was graduated from Columbus idem ot 
the Pennsyhar;a 
Р *д ': 
vnrviiiR conditions. 
A large fleet university in 1917 with an electrical company, succeeding the rite T 
V 
of automobiles must be maintained engineering degree 
After gradua 
Kennev 
In January 
193Я 
to fu rn is h transportation for all de- tion hr enlist d in the nav\ and mad* vice president »nd л d 
partment? to all sections of 
tlu served during the World Wa: 
In of the Commonwealth <N f* 
(Continued on 
Twenty-Two) i September, 1919, he was appointed»coiporatioa. 


ax 
I 
hern 
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<< You 
re Invited 
9> 


COME TO THE PUBLIC OPENING 


OF YOUR 


Everything is ready! Your new power plant opens Thursday afternoon for all to see. One of the country’s 
newest and finest—here is your big opportunity to go behind the scenes of this 50,000 horsepower plant and see 
the marvels of electricity in the making. 
Special exhibits—special guides—special descriptive signs—everything to make it esay and interesting. Four big 
days! 


DOOR 
PRIZES 


INCLUDING: 
ELECTRIC ROASTERS 
ELECTRIC MIXERS 
PERCOLATERS 
TOASTERS 
FLOOR LAMPS 
PIN-IT-UP LAMPS 
CARTONS OF LAMP BULBS 


JUNE 29 • 2:30 to 5 P. 
JUNE 30 -JULY 1 - 2 2:30 to S P. M. and 
7 P. M. to 10 P. M 


BRING THE FAM ILY— 


SOMETHING FOR EVERYONE TO SEE.' 


SEE 


SEE 


5 0 ,0 0 0 hnr^e power h u m 
ed to i f ' 1 ¡in 
egg or light a whole city. 
Q P P 
F ' u 'eu‘ • ° ■i * Mown into a furnace and 
O C L 
burning like oil in a giant flame . . . 300 
tuns a day. 
SEE 
^ hat your meters* insides took like— w hy 
it’s more accurate than a watch. 


the “ servant of a million eyes" — the 
generator that can light a million bulbs. 
SEE 
the condenser that drinks 5 0 ,0 0 0 ,0 0 0 gal­ 
lons of water a day. 


HEAR 
a turbine roaring at 800 miles an hour. 
“ BLOW OUT" 1 clectrîc IÎKht buîb* 
^ es, N ou can reali v 
hiff 
one out! 
SEE 
a generator spinning 3600 times a m in­ 
ute. 
^ 


the burglar-proof cashiers cage 
exhibit. 
1 he money is \ours if you can touch it. 


Ш 


the 
bicycle 
generator. 
See 
how 
much 
you’d be “ w orth” as electricity. 


a column of running water stand still. 


See these and many other “ free shows’’ during this 
opening celebration. 


AND REMEMBER THE PRIZES! 


HOW TO GET TH ER E 


The plant is 3 miles south of New Castle on 
State Route 168— near West Pittsburg. From 
the Public Square go out South Jefferson, 
continuing on Moravia street . . . Follow the 
arrows. 


SPECIAL BUS SERVICE 


Special bus service will be run b\ the Wam­ 


pum Bus Line from the Public Square. 
PENNSYLVANIA 
CO 
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Insulation Is 


Efficiency Aid 


At Power Plant 


a.«hesto*>, diatom aroous silica, etc.-— 
which effectively reduce the loss of 
heat from plant equipm ent op erat­ 
ing at high tem peratures. 
On flat 
surfaces, the insulation 
was used 
in bloc'' form 
and on steam lines 
tt was applied in sectional pieces 
of pipe covering. 
T he m axim um 
thickness of insulation—four inches 
—was used in the high-pressure sec­ 
tion of »he plant in order to proper­ 
ly care for a tem perature of 900 de­ 
grees F, 
—Bl V IV MW rASTI.E— 


New Electric Rates [ Power Company Directors | 


POWER PROVIDED 
FOR FARM AREAS Hiffli Pressure 


Promote Current Use 


(C ontinued F rom P a g e T w e n t y ) 


Insulating Materials Must Furnish Cement, 
Possess Great Resistance 
A . 
- 
.. 
to Heat 
Other Supplies 


THICKNESS OF FOUR 
INCHES USED HERE 


t; i r»s moOrni 
il ich -pressure tu r- 
bin* 
я ’'ri 
em¡ PIOVI! ig 
advanced 
rr.*■*h a 
; 
orюга lion, 
the 
new 
p< 
'CT 
ben1Й op<~ned here by 
ti If 
P p 2 ". ? -... у ]\ я ni,a Povrer Com pany 
w . 
а ‘da in a hii 
cl' í:ree of oper- 
я *ir.ET diicif•nc y. R. H 
Flscher. su- 
p* r .; ¡“J f <-■nti Hi t 
r\ir 
T»L 
jo! ms-M anviUe’s 
Г; 
bljrgh 
tract i<m 
unit, 
re- 
pr>r' cd * <»n a * 
T he 
adì aintage 5 OÍ ju gh pressure 
m 
opera ting 
Bt elleva ted 
tcm - 
V TIi i u :r f > t n * 900 d eg roi s F or over, 
hai ve 
be' n 
appreciate d 
by 
power 
ягit 
, Ь 2 HIf'crs 
for sctme time, he 
id . DU* Olïiy within 
the last few 
ye 
,4 Jlave ]plants ben i designed to 
ta КС! fi ¡II adìi?8 ti l Яge of th e new eco- 
nc>п.nos 
in r»pera:lion h aade possible 
th ггHIgh i his tei ■hmque of super- 
he'Я 1'mg. 


New Castle Lumber & Supply 


Company Supplied Some 


Materials For Plant 


O ne of 
the 
local 
firms 
which 
played a role in the building of the 
huge power plant of the Pennsyl­ 
vania Power Company Ls the New 
Castle Lumber 
Supply Company. 
W hen the power com pany handed 
out aw ards the New Castle Lumber 
Sc Supply Com pany was given a 
contract which resulted in the com ­ 
pany providing 14.500 bags of ce­ 
m ent and other building materials. 
Andrew C. and W alter G. Diet- 
terle are the 
heads of th e 
firm 
which deals in lumber, mill work, 
bm ldins m aterials, sewer pipe. sand, 
gravel, g'ass paints, builders’ h a r d ­ 
ware and oth er m aterials. 
—Bt Y IN NEW CASTLE— 


Customers 
of 
the 
Pennsylvania 
Power Com pany receive electric se r­ 
vice at one of the lowest rates in 
this section oi the country, accord­ 
ing to rate survey reports of the 
Federal Power Commission. A recent 
Commission 
statem en t placed 
the 
New Castle rate a t the lowest in 
the state for cities of its population 
group. Effective July 1st a fu rth er 
reduction was recently announced 
which 
elim inated the former 
so- 
called ‘ im m ediate” rate, and plac­ 
ed all residence customers of 
the 
Company on a new low uniform rate 
regardless of their location or prev­ 
ious use. 
For years, and particularly since j 
the adoption of the objective rate 
program in 1935, Pennsylvania Pow­ 
er custom ers have taken advantage 
of the low rate by m aking wide use 
of the service in their homes. Elec­ 
tric 
refrigerators, 
ranges, 
ironersj 
and other appliances have 
found 
ready acepiance in the C om pany’s 
territory, and 
home 
lighting 
has 
been noticeably improved through 
the use of B etter Light-B etter Sight 
lamps. Low priced electricity has 
brought manifold blessings to m any 
homes and the recent reduction will j 
provide increased incentive to use 


more electric service for the n u m ­ 
erous comfort 
giving 
applications 
which electricity offers. 
Demand Increase* 
T he rapidly increasing dem and for 
electriciay for cooking particularly 
striking, as evidenced not only by 
the sale of electric ranges by the 
power company, but also by the 
even more rapid increase in sales 
of this equipm ent by electric a p ­ 
pliance dealers. Four or five years 
ago. practically all electric ranges 
sold were by the Company. 
Last 
year over two hundred residence 
type electric ranges were sold by 
appliance dealers, nnd results so far 
point to an increased record this 
year. 
Residence use of electricity in the 
territory of the Pennsylvania Pow­ 
er 
Company 
during 
the 
twelve 
m onths ending in May am ount to 937 
kilowatt hours per custom er 
com ­ 
pared to 855 kilowatt hours for the 
country as a whole. 
T he average rate for service, on 
the other hand, was 3.89 cents for 
P en n sy h an ia 
Power 
compared 
to 
4.18 cents for the country. The re ­ 
cently announced rate will decrease 
the average price still further, and, 
if past experience is an criterion, 
will result in a substantial increase j 
in use of sendee by the customers 


F. E. McGILL 


Of New i a id e—Director 


Pioneer In Field 
ie plant here is a pionee 
interesting 
de- 
velopmen 
construction 
One of the mast im ­ 
portant, 
from 
th e 
standpoint 
of 
safeguarding efficiency and m ain- 
1 a ining 
economical 
Fischer says, is the 
J o h n s -Mutivi lie insu 
on steam piping, d 
heated tank surface 
“Not so many 
F ischer 
said, 
"i 


service. 
Mr. 
ise of modern 
ting m aterials 
'ts. breeching. 
etc. 
years aco,” Mr. 
single 
m aterial 


Carbon Limestone 


Company Supplied 


Plant Materials 
Lawrence County 
Brick In Plant 


known as 85 per cent magnesia.' 
composed of magnesia together with 
asbestos, was suitable for meeting 
practically 
all 
of 
the 
insulation 
needs of power plants. 
But todav. 
with higher operating tem peratures 
and mure complex types of equip­ 
ment, a wide v a r ie t y of different in ­ 
sulating m aterials, m any of them 
possessing greater resistance to heat, 
are 
necessary 
for 
thorough 
and 
scientific protection " 
More than 200 tons 
of 
Jo h n s- 
ManviUe products have been install­ 
ed in the new power plant here, in ­ 
cluding several new and efficient 
insulating 
m aterials—composed 
of 


Because the Pennsylvania Power 
com pany favored local industry as 
m uch .is possible in the purchase of 
m aterials for the construction of 
the New 
Castle Power plant, 200 
employes of the Carbon Limestone 
com pany were kept employed sev­ 
eral weeks and resulted in a salary 
pay-out of approxim ately $15.000, to 
their workers. 
T he Carbon Limestone com pany 
is one of th e oldest com panies op­ 
erating at Hillsville and a pioneer 
in the limestone business in Law- j 
ronce county. T h e concern produces : 
flux stone, concrete aggregates and 
agricultural limestone. 
Fred 
C. 
Earnshaw 
Ls 
president 
and Joseph H. Jackson, rice presi­ 
dent of the company. 


More Than 600,000 Bricks 
Used 
In 
Power 
Plant 


BRICK LAYERS OF 
DISTRICT KEPT BUSY 


Lawrence county brick was used 
almost exclusively in the construc­ 
tion of the new power plant at West 
Pittsburg 
furnished 
through 
the 
Pearson Brick Company and m a n u ­ 
factured principally by the M etro­ 
politan Paving Brick C om pany at 
Bessemer 


More th an 
600.000 
bricks 
were 


used in the walks of the large build­ 
ing. 
Several hundred thousand tile 
were furnished through the same 
company and were used to build 
up a very attractive interior at the 
plant, ouff glazed tile being used 
with 
a 
brown 
tile 
design 
th a t 
makes tne interior as architectural­ 
ly pleasing as the exterior. 
The use of Lawrence county brick 
provided 
employment 
for 
m any 
Lawrence county workmen in the 
production of the brick alone, not 
including the labor required in the 
laying of the brick. 
At one time, 
the laying of the brick and tile re ­ 
quired the services of practically 
every bricklayer in this district. 
As the building stands, it is vis­ 
ible evidence of Lawrence county’s 
p art in the building supply indus­ 
try, 
Practically the entire build­ 
ing. as visible to the outsider, rep­ 
resents Lawrence 
county produc­ 
tion. 
—Birr IN MW CASTLE— 
M artin L uther is credited with 
having w ritten 37 hymns. Of these, 
"E m Feste Burg 
is regarded as his 
masterpiece. 


F. 
CONNER 


Of Í .rrem ille—Division 


.Manager and Direetor 


Pennsylvania 
Power Company Department 
i 


torv without any deposit or contri­ 
bution by the customers, provided 
that the customers to be served will 
furnish 
free 
and 
unobstructed 
right-of-way for the lines, and pro­ 
vided they will guarantee to use 
service am ounting to twelve dollars 
per m onth for each mile of line re­ 
quired 
Under this and the plan 
previously in effect 
the company 
has, during the past five years, built 
917 mile?, of rural electric lines, and 
has furnished service to 5,994 cus­ 
tomers, including 3 614 farm ers. At 
the present time 65 per cent of the 
farm ers 
located 
in 
the 
territory 
served by the company are receiv­ 
ing electric service. 
This compares 
with an average of 52 per cenf for 
the state of Pennsylvania and 22 
per cent for the country as -a whoo 
The Pennsylvania Power's rural 
electrification departm ent corr;idei 
Its job only half 
done, however 
when the farm er is connected to 
the electric line. 
If he uses it only 


Pipe Work Is 
Exacting Task 


Pipes Must W i t h s t a n d 
Steam Pressure Of At 
Least 900 Pounds 


TUBE WALLS THICK 
AS ARTILLERY GUN 


O n e of the most exacting engi- 
neering problems in 
building 
the 
new power plant at. West Pittsburg 


w a s the high pressure pipe work. 
Th* e pipe 
carry «team a t te m - 
for lighting, he derive, but a small 
pem ture 
a r o u n d 900e. which m eans 
portion 
of 
the 
potential 
benefit 
th* ’ they a ;- .iteraily red hot In a 


K. A. GILLESPIE 
Of Greenville—Director 


from the service 
W ith expert knowi- dark room one could see them glow - 
pdg* of the possible uses of elee- 
mg a dull red if »hey were not ^ce/- 
tricity in the hom f 
and 
on 
the 
farm. the rural representative is in 
a position to advise the farm er as 
to the methods whereby he can 
put the service to economical use 
on his farm. 
The advance of elec­ 
tricity 
for 
cooking, 
refrigeration, 
washing and ironing ,n the farm 
home, has. in some sections, our- 
stripped the progress in the citie. 
and to th a t extent the farm home 
no? only has city conveniences but 
actual!v a greater share of them 
th an the city home itself. 
In the 
dairv and poultry fields particular­ 
ly, electricity is making rapid pro­ 
gress. with such equipm ent as elec­ 
tric brooders, milkers, milk coolers 
and small motors of g reat useful­ 
ness to the farm er in his work. 
W ithin the near future ar. elec­ 
tric dem onstration farm project is 
to 
be 
inaugurated 
in 
this 
area 
Sponsored by the 
D epartm ent 
of 


ered 
with 
insulating 
wrapping 
More th an th a ’ 
\hese pipes m u st 
w ithstand the 900 pounds pressure 
of the steam inside them . T here 
m ust be no slightest leak at th e 
joint.-, no weak spot in the walls of 
the pipe -and it must be m s’a I led in 
such a way th a t it can expand or 
“grow” as v becomes hot 
Seamless Tubing 
The answer was to use a carbon 
molybdenum 
alloy 
s-eel 
formed 
into seamless tubing 
M olybdenum 
is a w h rish m etal belonging to the 
chrom ium family, and it has the 
property of combining readily with 
• he carbon in steel to form a rough, 
heat-resisting alloy. For safety, th e 
walls of this tubing or piping are 
about the thickness of the barrel of 
a heavy artillery gun. 
The lengths were then joined to­ 
gether by a welding process which 
produces a joint as strong or even 
Agricultural Engineering of 
Penn 
stronger th an the pipe itself- Since 


R. 
М Очцч 
Of Sharon— Division Manager 
and Director 


S' 


State, and by other farm agencies, 
it will constitute a test of m any 
farm 
applications 
under 
actual 
I farm conditions. 
The 
Pennsylvania 
Power 
Com­ 
pany 
has received 
com m endation 
from many sources for its aggres­ 
sive Interest in the promotion of 
farm electrifira*¡on. 
While its pro­ 
v a b l e development Ls a long term 
propo rtion, the com pany has not 
hesitated to stake money and ef­ 
fort on its future possibilities. 
It 


l s s a f e to say th a ’ the years to come 
will see the New Castle Power Plant 
generating m any more thousands of 
kilow att-hours for the use of the 
farm er in this area. 


— Bl Y IN NEW CASTLE— 
>< HOOL ST \T IS T K S 
HA RRISBURG 
J u n e 
29 — Of 
Pennsylvania's 
1.260 s e c o n d a r y 
schools. 870 or approxim ately seven­ 
ty per cent, have enrolm ents below 
500; 310 or about tw enty-five per 
cent, have enrolm ents under 100; 
560 have < nrolm ents from 
100 
to 
500 ; 213 have enrolm ents from 500 
to 1.000; 162 have e n ro lm e n t from 
1,000 to 3.000; thirteen have enroll­ 
m ents from ¿000 to 5 000 ar.c two 
have enrolm ents above 5.000. 


— Bl Y IV M VS CANTLlr- 


Of 
i. II. H \D L E t 
vh.it on — Director 
of Sweden presided 
in Nice, France. 


it requires extremely high tem pera­ 
tures *o m ake these wre!ds, it has 
been 
found 
th at 
as 
the 
welded 
! joints cool down the molecules of 
’. the vteel are crowded out of align­ 
m ent, or. in engineering parlance, 
they are under “stresses . w hich 
m ust be removed or else risk ? id- 
den breakdown. So each joint u n ­ 
derwent a stress relieving process 
w:'h *:• * result, th a ' all high pre*- 
sure piping is now one solid, jo in t­ 
less. 
' ontinuous 
pipe 
of uniform 
| strength from end to end. I t will ex­ 
pand and contrac* evenlv a id w ith­ 
stand h irh tem peratures ar.d pres­ 
sures safely. 
Do Not Require Alloy 'Heel 
There are other pipes in 'h e plant 
which m u -' with.-«'and even higher 
pressures th an the steam lines do. 
These are the 
ones which carrv 
water 
into 
th e 
boiler. 
Nat .rally 
sin e steam is c o n s ta n 'lf leaving 
the boiler at one end, w ater to make 
more s'eam mus*: be constantly put 
in at the other. Since the s'e am 
pressure in the boiler is 900 pounds 
per square inch, w ater cannot be 
forced into th a t area unless it has 
more th a n 900 pounds pressure be­ 
hind it. Actually the w a'er goes in 
at a pressure of 1000 pounds per 
-quare inch 
and 
the w ater lines 
m us' have the s'len g th to contain 


Electric Energy To Star 
v F ^ 
In 
“ 
Iiehind-Scene” Drama 
A t Poiver House Opening 


Plant 
of 
the 
Company June 
la i n on a ’ be­ 
li ram a of electric 


oliar role« will be porira %♦'< ; bv 
the ! 
ftìurf 
hvge 14 400-v< 
hydrogen* 
•tri 
1 nmnAttnH 
ct«am 
< 
-cool 4Ì 
v it * ly 
grne 
f*ni 
«umpuui.u 
swBiu 
i 
rator 
and 
?he 
power 
! ran •- 
for mers whieh stop up thè c'Urrrnt 
to 
!ik> 000 
volts 
iì 11 
Penn.s) h ama 
prod urta fremi tiie pianta 
c1 J 
* J ; , « 
W o t inghouse Electric «V Ma nufltt - 
turili¡2 Company 
I 1:ese are* thè ,“hca,\u*s'" 
in the 
of 
thè 
power 
(h ama 
Bui 
smal ler actors, in hghter vein will 
maki* wafer rufi up hU2. bl*>w out 


m iniature cashier 
guarded electrical] 
around the rim oi 
in the glass iron 
connected fcv wire’ 
concealed am; 
a hand approacne 
burglar alarm bel 
t rai coins drop ou 


я 


; \ 
n p 
in g 


Top r o w - le f t to right. 
P. G. DUigledy, assistant 
to the vice-president and general m anager; O. E. Flora, secretary and treasurer; T. L. Paden, electrical superintendent; 
bar] es Latonna m eter superintendent ; C. M England m erchandise sales m anager. . 
Middle row - A E Miller, purchasing agent; L C Hughes, assistant secretary and assistant treasurer; L. J. Lewis, rate engineer; W. C. McKrown, chief cashier and paym aster; 
M. Shields right-of-w ay superintendent 
Bottom row—C 
ai breath, display m anager. 


piure m axf-oe 
play 
tiddly-w 
Mystifying bu' net magic 
Developed in 
the 
W 
Re.-earch Laboratories a? 
burgh, thcM m achines ill 
versatility of the new ! 
ence and industry, 
tinder the light of a 
lamp, 
flowing 
w ater 
is 
made to appear to stand 
climb from the bow! to ti 
from Wnlc h it is flowing, 
case of “seeing is believing ** 
T he Stroboglow emits flashes of 
light lasting only three ten-milium - 
ths 
of 
a 
second. 
W hen 
these 
flashes are synchronized with the 
speed of the falling drops of water, 
the drops appear to stand still be­ 
cause the eye sees each drop at ex ­ 
actly the same position occupied a 
moment before by its predecessor. 
Hv increasing th * frequency of 
the lignt flashes, each drop is seen 
a fraction of an inch higher th an 
before, m aking the water appear to 
flow backwards from the bowl into 
the faucet 
The weird light of the Stroboglow 
shining 
on 
airplane 
propellors 
whirling art 
full 
speed, 
revolving 
gears, valves moving m automobile 
engines and any other movement 
rotating or reciprocating action a p ­ 
parently stops the motion so it can 
be seen. 
M atching the eerincss of the Stro- 
boglov, is tin* "B reath Relay,’’ which 
blows out electric lights and then 
blows them on again. 
Tills a p p a ­ 
ratus is an application of the ex­ 
tremely 
sensitive grid 
glow 
tube. 
Visitors to the new power house dis­ 
play will exhale on an especially 
prepared surface on which moisture I 


race w me 
A rr.ftai . 
small ope 
of the cage is 
to :he grid of a 
mg tube 
W hen 
the opening, a 
rings and sev- 
of reach. 
W hy? 
The 
h a n d —any 
h an d — 
nearing the opening carries with it 
a tiny charge of static electricity. 
I*ha! charge registers j’s presence 
on the sensitive tube 
causing the 
tube to operate a relay which rings 
the bell and drops the coins. 
f-mall 
sun cr-shaped 
S p er er 
disc-, used for the autom atic control 
of tem perature in num erous house­ 
hold appliances will dance through 
a sort of scientific version of tiddly­ 
winks during the New Castle ex­ 
hibit 
The discs are composed of 
two steel a to vs one o; which ex­ 
pands and contracts a? 
a 
much 
lower tem perature th an the other. 
They will do their “dancing" on a 
‘ Flip-Flop 
m achine 
In tlie* m achine the d >cs move 
freely 
on 
six 
sem i-circular 
rods 
which form arches from a central 
hot-plate to a cool surrounding base 
W hen tne discs reach a tem perature 
of 350-400 degrees Fahrenheit on 
the ho;-plate, they change .shape 
with a snap and jum p across the 
rods 
On cooling to 200-220 degrees. 
the\ snap back to the heating ele­ 
ment 
Thirteen seconds are requir­ 
ed for each round trip 
hoi to cold 
to hot 
Without a device like the Spencer 
disc, tem perature of an electric iron 
might rise continuously a-- long as 
the switch is on. 
W ith 
the disc, 
however, the current is autom atical­ 
ly turned oii before the h*'at be- 
comes .sufficient 
to scorch 
cloth, 
then is turned on again when the 
heat drops below that necessary for 
correct ironing. 
Other moufis and 
exhibits 
will 
dem onstrate the advantages of load 
centers, which are modern d istri­ 
bution centers of electric power in 
the home, and will explain how the 
de-ion gaps of a completely self-pro 
tected distribution transform er pro­ 
tect electric systems against light­ 
ning a ! tacks. 
The de-ion gaps de­ 
tom lightning strokes to ground but 
prevent norm al line current from 
following them. 
—Bl Y IN NEW < ASTI t 


-team, the w a'er pi pin 2 does 
no* require alloy s'eel. and because 
of 'his. heavy seamless s',eel tubing 
is used, the joints being welded and 
s*resses relieved exactly a." in the 
steum lines. 
All • ■■{ this work was perform ed 
;n 'h e m anufacturer's shop before 
being shipped to the plant a* W est 
Pittsburg ready for installation. In 
this 
v v 
every 
detail 
could 
be 
checked and modern m anufacturing 
technique employed as the piping 
was in process of construction. 
— BUY IN NEW CASTLE-— 
Steel Would 
Reach Almost 
Around World 


If all th e reinforcing steel used 
m the New Castle Power Plant were 
stretched end t > end. it w ould al - 
most : - ach around the w orld ac­ 
cording to heures secured at the 
plant 


bar were used and all walls, floors 
ar.d concrett 
columns arc heavily 
reinforced 
to 
provide 
m axim um 
sirene'!: 
Even the five foot thick 
basement *. v : 
ib is heavily rein« 
forced to suppo:t the w\:ght of th e 
m achinery in the plant and to pro­ 
tect the plant against an upward, 
underground 
pressure 
from 
th e 
river in case of flood. 
In 
addition 
to 
the 
reinforcing 
steel, aoout 1.700 tons of stru ctu ra l 
steel were used 
Th.s includes th a t 
used 
fot 
pint forms, gratings and 
subst at ions 
Over I M) railroad cars 
were needed to haui the steel for 
the plant 
—Bl Y IN NÌH I l O l l - 
» 
MODERN POW'ER 
COMPANIES REQUIRE 
KNOWLEDGE. TALENT 


( C o n t i n u e d From Fa«# Twenty) 


of the breath condenses, m aking the 
surface a partial conductor i^r a : 
small amount of electrical energy; 
so th a t currents can flow. 
This 
lights a cold cathode grid glow tube 
which in tu rn causes a relay to put 
out the light. 
To turn on the light, 
it is neces ary only to blow’ on the 
W Irwin, dealer sales coordinator; L F Roys ton, pcisonncl m anager; K. A. Cotton, general line superintendent; N. F, Vidal, power sales superintendent; R Z, j glass again. 
i 
The burglar game is played in a 


T he United States has the highest 
accidental fatality rate per th o u ­ 
sand m the world. 
C anada comes 
next, follow (Hi by Australia. Switzer­ 
land. New Zealand. Scotland» Eng­ 
land 
and Wales, G erm any, 
Italy. 
Sweden, Norway and France 
— Bl Y IN M M CAS 11 Ex- 
Japan may tiy 
to salvage 
some 
of the 1,000 sunken ships along its 
coast. 
] 


company's 
territory 
Many 
sub­ 
stations, 
the 
points 
where 
high 
voltage current is stepped down for 
use by the customers, must be in­ 
spected. operated and maintained 
to prevent 
interruptions at 
the«© 
crucial points in the distribution 
system 
These art hut a few of the rou­ 
tine operatt >r.s carried on by the 
Pennsylvania Power employe per­ 
sonnel, 
Six 
hundred 
men 
and 
women m the three divisions of the 
company now perform in detail the 
job which was so crudely handled 
by the old time “superintendent" of 
the little electric company, 
Elec­ 
trical progress hrs brought not only 
an almost infinite improvement m 
living and working conditions, but 
also increased employment to h u n ­ 
dreds n men and women in this 
area alone 
Over two thousand peo­ 
ple in the territory served by the 
company are dependent upon the 
company lor their livelihood, and 
the purchasip 
power of these peo­ 
ple is reflected back into the trade 
channels of these communities. 
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’ Perry In Charge 
ion 


Man Who Supervised Build­ 
ing Of Power Plant Has 
Had 
Interesting 
Career 


ESTABLISHED FINE 
RECORD ON JOB 


шЯШШ ■ 


by doing electrical work while я 
student in Missouri University grad­ 
uating in 1906. 
Personal Soper\isk»n 
During the entire twelve years.' 
he 
worked on construction 
jobs 
throughout 
the Middle and 
Far 
West and m 1918 went to France 
where ik .served with the Y. М. C. 
A during the War, He liked France 
лги; stayed there after the Armis­ 
tice Until 1930 
he was affiliated 
t 
Works Manager for the Crane 


Returning to the United States, 
he 
engaged in industrial 
survey 
work in the Southeastern 
States, 
eeming to New Castle in 1936. when 
the power plant construction work 
was started here. 
As 
Construction 
Superintendent 
for the Pennsylvania Power Com­ 
pany. he personally supervised the 
job from the beginning. He takes 
pride and deserves a large portion of 
the credit for the high quality of 
the work done. Particularly grati­ 
fying were the harmonious relations 
with all labor groups on the job, 
and the excellent safety record es­ 
tablished with no fatal accidents 
and but three last time accidents 
occurring during the entire work. 
—П1Л IN NSW CASTLE— 
Evergreens Add 
To Power Plant 


Landscaping Enhance Natural 
Beauty Of Plant At West 
Pittsburg 


Dreyer In Charge 
Of Construction 


Directed All Construction Work 
At 
Power 
Plant 
For 
Utley Company 


JOHN E. PERRY 


To most of us the erection of the 
more than $3 000.000 New Ca. tie 
Powec Plant was a herculean task, 
but to one man now here it was 
just 
m other 
job. not because it 
wasn’t an important task but be­ 
cause hr has been accustomed to 
performing big construction jobs for 
years and years. 
This gentleman is John E. Perry, 
who was called up by the Pennsyl­ 
vania 
Power 
Company 
to 
take 
charge of the construction of the 
big plant. 
When he arrived here 
first, he saw nothing but a barren 
piece of ground. Today, he may 
rightfully smile as he gazes at the 
bugc building compl( ted. 
The construction superintendent 
has had an interesting career. He 
numbers among his friends, busi­ 
ness executives and laboring men 
alike, for having a pleasing per­ 
sonality, 
executive ability, and 
a 
keen brain. Perry makes friends of 
all and keeps his friends. 
He 
has travelled and lived in 
various parts of the world, but is a 
native of Missouri. There he felt 
the call of college. He had not been 
born 
with a silver spoon 
in 
his 
mouth end he decided that if he got 
a college education, there was only 
one way to get it. He adopted the 
hard route and w orked his way 
through.'* He accomplished this feat j 


To the beauty of line and form of 
the new power plant of the Penn­ 
sylvania Power company, the com­ 
pany h'S added the one touch that 
was needed tc bring out the full 
beauty of it all. landscaping. 
Cunningham and Weingartner, lo­ 
cal florists and nurserymen, were 
given tne contract 
to landscape 
around the building and they have 
done an artistic job. 
Stately pyramidal arbor v taes. 
grace p itzer junipers, mugho pines, 
yews, a d the other members of the 
evergreen family have been planted 
with an eye to balance and beauty 
and when the visitors to the plant 
hav° enjoyed the complexities of the 
power genetating 
machinery, the 
coal crusher, the water intake and 
the rent of the sights, they can fur­ 
ther 
enjoy 
themselves 
with 
the 
green fringe of evergreen that acts 
as a pleasing frame to a picture in 
brick and sum* and steel. 
Only the choicest stock available 
was used ard given a few years to 
develop the landscaping will be one 
of the first attractive sights to greet 
the eye. 
—B IT IN NEW CASTLE— 
Penn Coal & Supply 
Aided Construction 


Among the concerns which pro­ 
vided some of the material« used in 
the construction of the New Castle 
Power plant is the Penn Coal & 
Supply Company of this city. This 
concern furnished cement and wat­ 
erproofed the roof of the building 
against winter elements while con- , 
struction was under way. 


WALTER F. DREYER 


One of the men most vitally con­ 
cerned in the construction of the 
new Pennsylvania Power Company 
plant, is Walter F. Dreyer. who was 
in charge of all the construction for 
the Jerome A. Utley company which 
had the general contract for the 
new plant. In fact. Dreyer knows the 
plant from **P*' to “T” and while 
here was in charge of 250 employes. 
Since becoming affiliated with the 
Utley company he has worked on 
jobs in various parts of the coun­ 
try* 
Dreyer is 36. having first seen the 
light of day in Bay City, Mich., in 
1903. He received hi« early schooling 
there then attended and was grad­ 
uated from the University of Mich­ 
igan in 1926. earning a B S. degree 
in civil engineering. 
He commenced his career with the 


Detroit division of the Portland Ce­ 
ment association in July and contin­ 
ued until October. 1926, when he 
began work with the Jerome A. Ut­ 
ley company. 
Dreyer was named job superinten­ 
dent by the company in 1932 and 
since then has worked on construc­ 
tion jobs from coast to coast some 
of the cities being Los Angeles, Cal. 
Lawton, Okla.. Linden, N. J., Cleve­ 
land. Pittsburgh, Tarry town, N. Y* 
Memphis, Detroit. Lansing, Flint, 
and Pontiac, Mich. 
When the Utley company secured 
the general contract, Dreyer was 
assigned to take charge of the con­ 
struction which includes the sub­ 
structure, the super-structure, pip­ 
ing, 
and the 
equipment 
erection 
and as such had charge of 250 men. 
~ m V IN NEW CASTI.E— 
Six Miles Of Rigid 
Steel Conduit In Plant 


Garland 
Manufacturing Com­ 
pany Has Been Making 
It For 40 Years 


From figures obtained from the 
Garland Mar ufacttiring Company, 
three carloads, or nearly six miles of 
rigid steel conduit was used in the 
construe!ion of the Penna. Power 
company's new power plant. 
The Garland Manufacturing eom- 
pany, one ol the oldest m anufactur­ 
ers of rieid steel conduit, furnished 
this material for this huge new gen­ 
erating plant. 
Rigid steel conduit may not mean 
much to non-electrical folks, but for 
their enlightenment its purpose is 
for enclosing and protecting power, 
light and telephone cables through­ 
out tb 
plant. 
It is, in realty, a 
steel pip<v specially treated inside 
and o’ 
to give perfect protection 
for the precious burden which :t 
must carry for generations to come. 
‘Galvaduct,’ the trade name of 
the conduit manufactured by the 
Garland 
Manufacturing company, 
has been manufactured by them 
for nearly forty years. The m ater­ 
ial for this particular job was sold 
through the Gray Bar Electric com­ 
panv, but delivered direct from the 
manufacturing plant which is but a 
stone's throw from the new power 
plant. 


▲ P A R T ОГ T H E 
CRUSHED LIMESTONE 


FOR THE P E N N S Y L V A N I A 


POWER CO’S. NEW MODERN 


G E N E R A T I N G P L A N T - - - 


—Furnished by— 


New Castle Lime & Stone Co. 


Temple Building — New Castle, Pa. 


We Take Pleasure 


in extending 


CONGRATULATIONS 


to the 


Pennsylvania Power Co. 


ON THE OPENING OF 
ONE OF THE FINEST 
POWER PLANTS IN 
THE COUNTRY 


Marvin Electric Co. 


22 N. Mercer St. 
New Castle, 1’a. 


WE JOIN WITH A HOST 
OF OTHER COMPANIES IN 
EXTENDING OUR B E S T 
WISHES TO THE PENN­ 
SYLVANIA POWER COM­ 
PANY ON THE OPENING 
OF THEIR NEW $3,000,000 
POWER PLANT. 


Lockley Machine Co 


727 C ounty Line St. 
New Castle, La. 


C O N G R A T U L A T I O N S 


To 


Pennsylvania Power Co. 


On YOUR NEW 
$3,000,000 POWER PLANT 


—A Great Asset 
to Our Community 


SPENCER PAINT & GLASS CO. 


Г> South Mercer St. 
New ( astio, Pa. 


Chamberlain & Cline 


Electrical Contractors 


129 East North Street 


Congratulate 


the Pennsylvania Power 


on the opening of their 


il e w 
$3,000,000 
Power 


Plant at West Pittsburg. 


Congratulations 


on a G r e a t N ew S erv ice 


W 


E join with the people of N e w Castle and W e s t ­ 


ern 
P e n n s y lv a n ia in c o n g ra tu la tin g the 
P e n n s y l ­ 


vania P o w e r C o m p a n y for b rin g in g one of A m e r ­ 


ica’s most m odern power plants to this locality. 


T his im p o rtan t local d e v elo p m e n t sets a n e w high in 


dependable electric service for W e s te r n 
P e n n s y l v a n i a . .. It 


m a r k s a m ajo r advance for N e w Castle industry. 


S o c o n y -V a c u u m is proud th a t G argoyle I). T. H. Oil 


Light . . . the 
oil 
th a t 
protects tu rb in e s 
g e n e r a tin g 
over 


half the w o rld ’s turbo-electric power . . . has been chosen 


to lubricate the g i a n t 35,000 kilowatt tu rb in e in the new 


plant. 


S o c o n y - V a c u u m Oil C o m p a n y , Inc. 


MAKERS OF MOBILGAS AND MOBILOIL 


40 Years 
and This Week 


I 


N 
1 8(>‘>, steam was adm itted to the first practical com­ 


mercial turbine-generator in this country. 
It was a 4 0 0 - K W 


machine built by Westinghouse. 


This week, the Pennsylvania Power Company dedicates a new 
power plant to the service o f this area. 
I he heart of tltis 
generating station is a 15,000-KW turbine-generator built by 


Westinghouse. 


Difficult and exacting jobs usually come to those who have 
proved ability to handle them— to those with the greatest accu­ 


mulation of knowledge and experience 


Westinghouse has built over 10,000,OOO-kW 
of turbine-gen- 


erators. 
That is our foundation of experience. 
The perform­ 
ance record of these great machines is certain and uneventful. 


As a result, those who use electricity, for home or industry, do 


not even think how reliable is the source of their power. 


And that is the reason why power companies like Pennsylvania 


Power Company come to Westinghouse for turbines. 
Westinghouse 


Ä f'1**t 


TWENTY-FOUR 
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First Electric Light 
Installed Here In ’85 


First Electric Light Was In 
G. W. Johnson's Sheet 


Mill 


FIRST LIGHT COMPANY 
O R G A N I Z E D IN 1886 


mocr 


bren 


f \f*fit Wrtioh vvft* tvraiQeo d\ m.Ji x. 
public!* v ai.ri ipmotjs?!aiion when 
T"10 * lg 111 bhC -fl 1*1 t D I*^pl 
f Ot iYPX 
forms >i art ificia > lighting sucn a . 
ga> oii and rand If*« 
Following the invent iftn of the in- 
eancifscftU lamp by Thomas A. Edi­ 
son on October 21. 1879. this new 
form of lighting was displayed at 
vanou 
expos tions throughout the 
countrv. 
Introduced Herr* In 18*5 
Three years following the erec­ 
tion oi the first, station a: Pearl 
street, New Yor’’ City, the first elec­ 
tric light introduced in New Castle 
mas placed in service at the sheet 
null operated by G 
W. Johnson 
The apparatu: was installed by a 
Pittsburgh concern and was put into 
Opera tit n it. October, 1885 
Efforts wer 
made to interest the 
merchants to use electric lighting 
A newspaper item under date of 
October 30. 1885, reported that a 
dynamo had been brought uptown 
and a demonstration of tlie electric 
light nude by it was being shown 
at 
the Fountain 
Inn. 
Frank 
C. 
Douds of the Doud« Machine Com­ 
pany, recalls that this dynamo was 
installed 
in 
Li' by s 
Laundry 
on 
Nesham vck avenue and wires were 
also run to the city building where 
a display of the new lighting was 
installed by Dr. Cut ton. 
First Company 
In LYbruary, 1886, approximately 
100 businessmen agreed to use this 
new form oi illumination. 
A stock 
company was formed, $20,000 was 
raised 
and 
the 
Citizens 
Electric 
Light A- Power Company came into 
existence 
Th? company was incor­ 
porated March 23. 1886 ' tor the 
purpose of producing and supplying 
rlectricitv for light and power to 
the public and to such 
persons 
partnerships and 
corporations 
as 
may desire to use the >ame in the 
city of New Castle. Pa., or in the 
vicinity of said c it\.' 
First Plant 
The company was granted con­ 
sent by the city to erect and main­ 
tain poks and w ires on the streets, 
lanes alleys and square of New­ 
castle. This ordinance was approved 
March iO, 1886. 
The plant was lo­ 
cated on the ground 
where 
the 
W iliam E Marquis blacksmith shop 
was located until recently, and con- 
m ted oi two 50 h. p. Buckeye en­ 
gines 
It had a capacity of 1.000 
16 
c. 
p. 
lamp« 
The 
gentlemen 
identified 
with the beginning of 
flee trie 
set vice 
were 
William 
S 
Kurtz, t£ T. Kurtz, C. W. Watson. 
Rov S. Foltz. B. B. Kurtz and A 
Vandivvit. 
John W. Knox was the 
president of the company, C. W 
Watson, trra urer and Henry Gates, 
secretary-manaeer 
The Pittsburgh 
interests were bought out and it be­ 
came a locally jwneu enterprise. 
First Store Lighted 
Terry Bros. Hardware Store was 
the first store lighted. 
It was re­ 
ported in the newspaper of the day 
that the “electric company began 
serving the new illummant to their 
customers on Monda- night «April 
5, 1886» and the business establish­ 
ments here wh > used the light were 
made bnllian* by its cheerful rays. 
The light giver satisfaction and the 
company has a large list of con­ 
sumers.' 
Soon after it was reported that 
the court hous° and the clock was 
lighted 
by 
electricity. 
The 
First 
Presbyterian church was the first 
church 
to adopt this system of 
lighting. 
The Citizens 
Electric Light A: 
Power Company did not furnish 
street nghtmg. 
Several proposals 
were made by New York, Pittsburgh 
and Chicago concerns for the supply 
of street lighting service, and on 
July 1, 1890. 50 ar<' 
lights 
were 
placed into service by the Western 
Illuminating Com pan;, of Chicago 
This company was granted permis­ 
sion to erect poles for the purpose 
of stroe* lighting only. 


New Castle Electric Co. 
The New Castle Electric Company 
w a • incorporated August 2. 1890. It 
acquired the contract rights of the 
Western 
Illuminating 
Company 
with the city for street lighting 


and on January 25. 1892, began fur­ 
nishing the city with street lighting. 
While the New Castle Electric Com- j 
pany had a street lighting contract. I 
it could not get a franchise to o c - ; 
eupy the stieeu 
except for street 
lighting 
purposes. 
The 
Citizens 
Com pan 
had a franchise, but was 
not able to secure much business j 
The sherif* finally .«old out the Citi­ 
zen« Company on September 4. 1895. 
to Robert P. Peebles, who in turn ! 
bv de* u dated October 2, 1895. sold 
•lie property rights and franchises 
to the New Castle Electric Company, 
a corpoiatior* ocmpetent 
to 
take, 
hold and exerri.se the same. 
Plan* Built In 1890 
Prior to th* advent of electric 
service in New Castlt the first cor­ 
poration furnishing light was the 
Ijawrence Gas Company which was 
incorpoiatec 
December 
11, 
1882 
Tins company maintained a plant, 
manufactured aim furnished gas for 
light 
1 
maintained pipes on all 
pnncip' 
street, erected and main­ 
tained ooles fot stre^ 
lighting and 
supplied gas for light to dwellings 
and foi domestic 
and commercial 
purpo ‘ 
The Lawrence Gas Com­ 
pany curtinued in competition with 
the electric 
companies, 
but soon 
after tlu incorporation of the New­ 
castle Electric Company its prop­ 
er* \. rights and franchises were sold 
under proceedings to foreclose its 
mortgage 
In the fall oi 1890 the New Castle 
Electric 
Company 
built 
a 
plant 


which was located adjacent to the j 
ute of the present Cudahy Packing i 
Comparn building on South Mill j 
street. 
On O rtobei 4. 1895, construction 
was starteo on the Shenango river 
pla.it tnu* was located on the site 
of the company's present pole yard 
on Norris Way. 
Dispute Over Contract 
In 1900 a dispute arose over the 
street lighting contract and the city- 
threatened the erection of a muni­ 
cipal piant 
Certain citizens, be­ 
lieving this procedure inimical to 
the bes 
interests of the city, or- 
ganibed r. nev company to compete 
with the old 
This was the Citizens 
Light. Heat & Power Company in­ 
corporated in 1900—and not con­ 
nected .n any wav with the prev­ 
ious Citizens Electric Light A Power 
Company which was dissolved in 
1895. 
It bid and secured the con­ 
tract. 
was 
permanently 
enjoined 
from accepting the contract, never 
operated and eventually was dis­ 
solved. 
Acquire Other Companies 
Shortly afterwards new interests 
acquired the New 
Castle Electric 
Company. 
Better 
understanding 
was cieated with the city council, 
the rights of the company were af­ 
firmed and further additions were 
made to the plant consisting of two 
mammoth 50 k. w. generators, five 
arc light generators with a total ca­ 
pacity o' 400 street lights. 
Later on 
the plant was increased by the ad­ 
dition oi a 1500 k. vv. Curtis tur­ 
bine. 
This plant was in existence 
until aN>ut 1914. when with the de­ 
velopment of the higher efficient 
units and transmission voltages, a 
new- plant was built on the Penn­ 
sylvania state line at Lowellville 
Later oi. due to the increasing de­ 
mand for service a modern plant 
was built on the Ohio river at To- 


ronto. O. which used in conjunction 
with the Lowellville plant, has fur­ 
nished *his company with its re­ 
quirements. 
The same interests who owned the 
New Castle Electric Company also 
owned t small company in the bor­ 
ough of Eilwood City known as the 
Pennsylvania Power Company. They 
also owned a company in Sharon 
known as the Shenango Valley Elec­ 
tric Company 
Pennsylvania Power Co. 
In 1926 these properties serving 
in Lawienee and Mercer counties 
were merged into the Pennsylvania 
Power Company. 
On July 31. 1928, the Harmony 
Electric 
Company 
and 
Peoples 
Power Company serving portions of 
Lawrence Beaver, Butler and Alle­ 
gheny counties, were acquired and 
merged 
with 
the 
Pennsylvania 
Power Company on May 1, 1930, and 
on December 31. 1931, the Ellwood 
City Hvdro-E’ectric Company was 
also merged into the Pennsylvania 
Power Company, thus forming the 
complete organization as exists to- 
! day. 
Pennsylvania 
Power 
Company 
came into the 
Commonwealth & 
Southern Corporation group in the 
latter part of 1928 and on Septem­ 
ber 1, 1Э31 was set up as a sep­ 
arate opeiatmg unit with headquar­ 
ters in New Castle. 
From a small power plant in 1886 
having a capacity of approximately 
five horsepcwer and 
a 
few 
cus­ 
tomers. the company has developed 
and grown until it covers today an 
area of 1 400 square miles, serving 
nearly 50.000 customers in 110 com- 
i munities. as well as in rural areas 
in the counties of Lawrence and 
Mercer and portions of Beaver, But­ 
ler, Allegheny counties. 
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We Extend 
Felicitations 


to the officers and 


stockholders of the 


Pennsylvania Power Co. 


on the opening of their 


New Power Plant 


We com m end t h e m 


highly for their Faith 


in the P r o g r e s s o f 


this community. 


LAWRENCE SUPPLY CO. 


19 West Lawrence St. 
New Castle, Pa. 


CONGRATULATIONS PENNA. POWER CO. 
• 


“ F a i t h ” 
A SETTLED CONVICTION— 
Has Been the Master Builder Since the Beginning of Time 


“FAITH 
»» 
THE UNSEEN DIRECTOR— 


— 
Has given the world its greatest achievements. 


“ TIME FORGES ON’’ „ FAITH 
’ *Has Lifted the Lowly to Great Eminence 


44FAITH 


In the future progress of New Castle prompted 
} } 
the Penna. Power Co, to build within its com­ 
munity this mammoth $3,000,000 new gener­ 
ating plant— “A magnificent structure.” 


May This Faith On the Part of the Penna. Power Co. Be the Spark Which Will 
Rekindle Within the Hearts of Our People a Greater Faith and I»valty In Our 
City—“New Castle”. 


D. G. RAMSEY & SONS 


306-20 CROTON AVE. 


CONGRATULATIONS 


To The 


PENNSYLVANIA 


POWER CO. 


To men endowed with vision and enterprise . . . men 


possessing' a full measure of confidence in the sta­ 


bility of their fellow men . . . to the officials and 


stockholders of The Pennsylvania Power Com­ 


pany, it is indeed a pleasure for The Carbon Lime­ 


stone Company to extend a congratulatory hand. 


'Joining with the great host of other organizations 


and individuals who will be benefited and served 


by the facilities of this colossal plant, we extend 


sincere and wholehearted best wishes for phenom­ 


enal success. 


Producers of Crushed, Fluxing and 
Agricultural Limestone. 


OFFICES AT YOUNGSTOWN, OHIO. 
PLANT AT HILLSVILLE, PENNA. 
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TWENTY-FIVE 
Employes Of Departments Of Pennsylvania Power Company 


‘ ISIII ¡PÉllt illilfelL 


! i v f HFPA RTM EN T The New Castle Line departm ent, under W. H. Luikart, superintendent, is responsible for the operation and m ain- 
tenance of 1227 miles of transmission and distribution lines, ready by day or n ight to answer the call for help in restoring electric seivire. 
n 
a d d * o n th e lint forces have constructed a m ajor portion of the rural and city distribution lines th a t have brought service to thousands of cus­ 


tom ers thruout this area. 
... 
■ - .... 
mT-mr— 


M ETER AND GARAGE—Located at 10 North Shenango street 
the m eter departm ent in,stalls, tests, 


and inspects the m eters in the New Castle division, m aintaining an elaborate mc*er laboratory to insure a 


high degree of accuracy in the m eters a t all times. 
T he garage departm ent sendees 72 cars and trucks, the 


combined yearly mileage of which would girdle the world 40 times. 


^ 
.................. 
CRE D IT—Courteous credit relations are m aintained with the New 
Castle Division's tw enty-five thousand customers by the credit and col­ 
lection departm ent. 
Pair, equitable policies characterize the com pany s 
collection methods. 


ACCOCXTING—General accounting records, as w?ell as customers' accounting for the New Castle 
i- 
visior. Rre handled by this corps of workers on the th ird floor of the general office building. 
Accounts m u st 
be audited regularly, and continuous records kept of th e account of every customer of the company. 


S p i P 
SUBSTATION DEPARTM ENT—Twelve years without a lost-Ume accident is the fine sale" record of 


the New Castle Substation departm ent, which operates and m aintains the principal substations of the com­ 


pany, where electricity at high voltage is stepped down for distribution to customers. 
rYed K aatz, superin­ 


tendent, has been with the com pany over thirty year#. 


METER READERS—To m any people, the m eter reader is their only 
contact with the Company. 
In the city the m eter reader walks two 
hundred miles or more per m onth, in all kinds of w eather th ru o u t th e 
year. R ural readers put about a thousand miles per m onth on cars, 
travelling over good roads and bad, to the most remote corners of the 
county. 


APPLIANCE SALES 
T he Appliance Sales departm ent, under George T. Roberts, is engaged in the pro­ 
notion of electrical applications in the homes of twenty-five thousand customers in the New Castle division. 
Fhni the sale of appliances and cooperation w ith appliance dealers, th e com pany is aggressively advancing 
bhe benefits of electric service for the housewife. 


SECOND FLOOR—Numerous technical problems of the company are worked on* and opera*ing policies 


adm inistered by the electrical departm ent, located on th e second floor of the general office building. T he sta­ 


tistical departm ent, and rural sales departm ent are also located here. 


POY^ 
visors and 
are rapidlv 


ER PLANT—T he new* 
operators are all expei 
earning experience in 


power p lan t force comprises a 
irnced in power plant operation 
m odern power plant practice. 


new departm ent of the company. 
Super- 
, and m any local m en employed a t the plant 


ADDRESSOGRAPH—Here th e bills of twenty-five thousand custo­ 
m ers are m ade out monthly, the statem ents addressed and prepared for 
mailing. 
Addressograph plates for the entire company are m ade in New 
Castle on one of the m achines shown here. 


APPLLANC E SERVICE 
istomers. the com pany mai 
;rvice headquarters of the c 


res. refrigerator 


TELEPHONE—Every m inute of the day or night, a telephone oper­ 
ator is on duty to answer to the call of 1820. 
W ith autom atic operation 
of all calls within the company organization, the company's private ex- 
washers ironers and other appliances of its change handles, according to recent estimates, close to 100.000 calls per 
* 
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nd a force of com petent service repair men. 
The year from the outside. 
It is without question the busiest private ex 
re located a t 111 N orth Shenango street. 
change in New Castle. 


DISPLAY FLOOR—In the company's displa> room on the first floor of the general office bulLhng m od- 


** pm household appliances are to be seen at all times. 
Re.ii'erator*>. tangos, ironeis, washers an d other appli­ 
ances sold by the company have brought comfort and pleasure to thousands ot homes. 
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Turbo-Generator 
Revolves Sixty 
Times Per Second 


Natural 
Resources 
Cause 
Turbine To Generate 
Electricity 


CONSIDERABLE 
C O A L 
AND WATER REQUIRED 


The n* 
»tor i t t 
is capab 
In the fn 


w 35.000 k. 
if New C»j 
; of produc 
m of elech 


w. turbo-grner- 
tie Power Plant 
ing great power 
leal energy and 
such 
h ghlv 
perfected 
machine.« 
naturally create a spirit of awe and 
respect in a!’ of us. 
While con­ 
tem plating the ingenuity represent­ 
ed m the development of outstand­ 
ing eiectrical equipment, it is well 
pow er genera’ in; 
to consider tJ 
system as a whole. 
Th^ turbo-generator revolves at 
60 tim es a second—silently, without 
vibration yet the power output is 
enormous 
W hat makes it go? 
Steam must b»* supplied from a 
boiler, the boiler must receive water, 
the furnace must receive coal, the 


involves 
the 
latest 
methods 
of 
steam power plant engineering. 
I 
Let us assume for a m oment that 
the coal bin is the starting point 
; and follow the path of the fuel. Coal 
flows by gravity to feeding appa­ 
ratus controlling the supply to two 
pulverizing 
systems. 
This m eam 
that instead of the coal being burn­ 
ed upon grates, as was taken for 
granted in >ears past, it is now first 
reduced to powder and blown into 
the furnace with highly heated air 
Under these conditions it burns like 
an oil flame, the particles being so 
small that their combustion is com­ 
pleted while they are in suspension 
in the furnace. 
Control Amount Of Coal 
The feeders referred to control the 
amount of coal allowed to pass down 
to large coal pulverizing machines 
located at fhe ground level. 
These 
m athines resemble large steel bar­ 
rels. almost half full of steel balls 
and coal. 
As the barrels slowly re­ 
volve tne steel balls and the coal 
are caused to fall over and over in 
a continuous cascade as they are 
cairied up the side of the barrels. 
As the result of this continual fall­ 
ing and crushing of the coal, pow­ 
der is formed, as fine as talcum 


This unusual photograph was taken from the bottom of- the furnace 
looking directly upward. 
The four openings in the foreground are for 
burners through which pulverized coal is blown into the furnace. The 
picture gives a good idea of the quantity of tubing involved in a modern 
steam generator. 
Design by Foster Wheeler Corporation. 
<To get the full effect of this picture, hold it directly over head and 
look up.) 


coal must receive air in order to 
burn. Thus we have a chain of cir­ 
cumstances starting with 
fuel to 
which we link other elements In the 
shape of air and water to create 
energy from natural resources th at 
will cause our turbine to run and 
generate 
the 
electricity th at 
we 
need 
Digging coal in 
the mine and 
transporting it to the power house 
is generally understood, twit from 
the time coal leaves the huge hop­ 
pers high up in the power plant, 
the action is rapid, im portant and 


powder, and a flow of air through 
the pulverizer floats this coal dust 
through ducts into the furnace. 
It 
will be seen th at this elim inates a 
great 
deal 
of 
the 
expense 
and 
trouble th at used to be experienced 
with burned grates, heavy clinkers, 
and damage to the brick lining of 
furnaces. 
The boiler, or. as it is now term ­ 
ed, "steam generating unit,” consists 
of five distinct parts: 
First, the furnace in which the 
fuel is burned: second, the boiler in 
which the water is evaporated into 


WELDING SUPPLIES 


—AND— 
MISCELLANEOUS TOOLS 


— USED IN BUILDING THE 
NEW $3,000,000 GENERA­ 
TING P L A N T OF THE 
PENNSYLVANIA P O W E R 
COMPANY 


—SU PPLIED T H R O U G H — 
Elliott & Waddington 


Distributors of 


Automotive. Radio and Paint Products 


NEW CASTLE, PA. 


( steam : third, the super-heater in 
j which the steam leaving the boiler 
is heated to a tem perature higher 
than that at which it left the boiler; 
j fourth, an "economizer," a series of 
tubes in which the water about to 
enter the boiler is heated by the 
gases leaving the boiler and on the 
way to the stack; and fifth, an air 
pre-heater, th« function of which is j 
1 to heat the air used for burning the 
coal to a sufficiently high tem pera­ 
ture to dry out the moisture in the ¡ 
coal and facilitate rapid combustion 
The ai: heater also secures its heat 
from tne hot gases, as they leave 
the economizer on the way to the 
stack. 
The furnace is an exceedingly in ­ 
teresting 
portion 
of 
a 
modern 
steam generator—it differs so widely 
from the idea of the layman, many 
of whoi i think of the furnace in the 
boiler of a house. 
This furnace is 
bounded by 
walls constructed 
of 
vertical water tubes placed side by 
side as closely together as possible. 
The tubes are three inches in dia­ 
m eter and form four water-cooled 
steel walls for the furnace, since all 
of the tubes are filled with water 
as part of the boiler system. 
This 
furnace Is 28 feet wide, more than 
21 feet deep, and more than 30 feet 
high. 
An idea of what this means 
may be grasped when it is realized 
j th at 
a 
nice, 
two-story 
colonial 
house could be placed in it without 
crowding. 
W hen in operation, the 
furnace is full of incandescent flame 
and witn this in mind one bee ins to 
appreciate the quantities involved 
when generating 400.000 pounds of 
steam per hour, evaporating 400.000 
pounds of water per hour. 
The 
boiler 
proper 
consists 
of 
three drums connected with three 
inch tubes, al1 containing water to 
be turned into steam. 
The various 
tubes in the water walls are con­ 
nected to these drums to assure a 
free flow of water to take the place 
j of th at which is being rapidly tu rn ­ 
ed into steam. 
The boiler is built 
strong enough to carry a steam 
pressure of 900 pounds per square 
inch. 
The power 
represented 
is 
difficult to appreciate but some rea­ 
lization of it may be gained from 
the thought th at one square inch at 
th at pressure is enough to support 
j the weight of six men, each weigh- j 
: ing 150 pounds. 
The size of the boiler unit should 
j be considered in order to appreciate 
, the extent of m aterials, foundations 
and costs included in such a plant, j 
From the floor level upon which the ; 
pulverizer rests to the top of the j 
air heater is more than 100 feet. 
T hat is equivalent to an eight-story 
steel fram e office building, allow­ 
ing 12 feet to each floor and, of 
course, above th at there must be 
the roof and m any accessories not 
directly part of the steam gener­ 
ator. 
Condenses To Water 
W hen steam leaves the boiler and 
starts to travel through a turbine, 
giving 
up 
heat 
and 
generating 
power it condenses to water as its 
heat Is absorbed by 
the 
turbine. 
This 
creates 
an 
ever 
increasing 
quantity of water in the turbine and 
not only reduces its effectiveness 
but increases the wear. It has been 
found th at by heating steam above 
the tem perature at which it leaves 
the boiler (engineers use the word 
"superheat" to describe this) 
the 
steam can be carried far through 
the turbine, and much heat given 
up before the steam starts to con- ! 
dense. 
This greatly increases the 
output of the turbine and its effec­ 
tive life. 
Therefore, the steam is 
heated to as high a tem perature as 
the m aterials of the turbine will 
permit. 
In this case the steam is 
heated to 900 degrees F. 
If you 
should look at a "color chart" rep­ 
resenting tem peratures, you would 
find th at 900 degrees F. represents 
a "faint red ” 
The steam Is so hot 
that m etal of the same tem perature 
would begin to show a faint color 
Obviously, it is not possible to in­ 
crease the tem perature of ordinary* 
m etals m uch higher than th a t with- j 
out running into danger from over­ 
heating. 


OPERATING FLOOR— NEW CASTLE PLANT 


The imm aculate appearance of a modern power plant N ation is well shown in fhi view of .he boiler room operating floor at the New Castle plant of ’he Pennsylvania Power Com- 
puny. 
At extreme left is an c*xiiauster which blows powdered coa, to the burners at extreme right. 
The instrum ent panel and steam generation control panel is in the left hack- 
ground. 
In operation this is a spotless and efficient plant. 


tubes 
o the stack, while the air 
to be heated passes across the out­ 
side of the tubes before being con­ 
ducted to the pulverizer and to the 
furnace. 
Another 
comparison 
of 
sizes may be helpful 
when it 
is 
pointed out that the am ount of sur­ 
face in the air heater for heating 
the air is more than one and a 
quarter acres. 
Thirty Miles Of Tubes 
The quantity of tubing used in 
the construction of such a steam 
generating unit, including the fur­ 
nace and boiler, .super-heater, eco­ 
nomizer and air heater, is great ai- 
: though none of these tube^ Is less, 
than two inches in diam eter. 
Thej 
total length of tubes, if placed enci 
to end would extend considerably 
more than thirty miles. 
Many of us live in houses which 
burn, or which used to burn, coal 
for heating in w inter. Houses whirl] 
burn from 12 to 18 tons of coal per 
winter are well known to all of us 
The two pulverizers in this plant 
pow’der 12’* tons each, 
not 
12 , 
tons per winter, nor per month, nor 
per day. but 12’a tons per hour. In f 
other words, these two pulverizers 
feeding the single furnace powder 
twice as much coal in a single hour 
: as houses in this locality burn in 
j a year. 
They handle the full con- 


Watt-Hour Meter 
Boasts Accuracy 
Of Fine Watch 


Jewels And Gold-Plated Parts 


Help Device Keep Truthful 


Record Of Electric Cur­ 


rent Used 


Meters th at record the amoun 
electricity used in the home ma; 
m anufactured on an assembly 
at the rate of 3.500 or more d; 
yet they must rival fine watche 
accuracy! 
We.vtlnghouse 
wa 
identical with those 
ands of household 
electricity delivered 


t-hour 
meters 
used bv thous- 
consumers of 
by the Penn- 


sylvania Power Company are being 
displayed in the ne** 
n>*a Castle 
power plant as a feature of the 
* open house" program inaugurating 
the new plant. 
The first accurate and practical 
m eter 
for 
measuring 
alternating 
current was invented in 1888 by O. 
B 
Shallenberger 
then rhief elec­ 
trician for the W estingbouse Com­ 
pany. The modern me * r incorpor­ 
ating 
numerous 
refinem ents 
and 
development>. is as accurate aa en­ 
gineering 
experience 
and 
skilled 
workmanship can make it 
The w att-hour meter must pass 
tests as exacting as engineers, the 
U. S. Bureau of Standards and the 
Pennsylvania Public Utility Com­ 
mission can devise Parts m ust be 
rested during m anufacture and as - 
blv. 
Hie finished m eter must 
rigid tests before it 
Wc.stinghou.se 
m eter 
rk, N 
J. Another test 
i ual installation, and 
thereafter it is re-tested and re- 
checked at regular intervals. After 


sei 
pass fu 
leaves 
plant at 
precedes 


•Tier 
the 
New 
thp ! 


20 years* service such meters still 
measure current with rem arkable 
accuracy. 
Like a fine watch, ’he m eter con­ 
tains small 
sapphire 
jewels 
and 
goldplated parts to insure friction- 
free operation 
Accuracy m ust be 
m aintained regardless of tem pera­ 
ture and hum iditv. 
Each gear used in ’he W esting- 
house w att-hour me*er has individ­ 
ually milled *Aeth, and every one is 
magnified 100 diam eters and pro­ 
moted upon a screen to reveal pos­ 
sible inaccuracies. All 
gear.- 
and 
pinions, even the tiniest are indiv­ 
idually machined, tested and as­ 
sembled. 
The result is a m echanism literal­ 
ly as accurate as a fine watch which 
mav be depended upon a ' all nmes 
o keep a 
ruthful record of the 
am ount of current used. 
—PI V IV MW t AS TLX— 
The oldest representative govern- 
mom in the world is th at of Ice­ 
land 
Its parliam ent, the Althing, 
dates back to 930 A. D 


Two Methods Used 
To Curb Quick-Sand 


Construction 
Engineer 
Em­ 
ployes Pumps And Dyna­ 
mite To Chase Water 


Many construction jobs have been 
mad" difficult by the bugaboo of 
a contractor—quick sand. The con- 
struction at the New Castle Pov er 
Plant was no exception, and quick 
sand was found in one portion of 
the excavation. 
J. E Perry, con­ 
struction superintendent, used two 
methods 
to 
overcome 
the 
quick 
and. namely, pumping and dyna­ 
miting. 
Determmed efforts in the 
use of these methods quickly over­ 
came the quick sand difficulty. 
—B IT IV VFH CASTLF— 
THE NEWS, BY MAIL, 1 YEAR, V5. 


The economizer consists of steel 
tubes covered with cast iron rings 
which 100k for all the world like 
those 
on 
motorcycle 
cylinders, j 
These rings pick up heat from the ! 
gases on the way to the stack and 
operate on just the reverse prin­ 
ciple of the 
motprcycle cylinder. 
With 
motorcycle the breeze of air j 
rushing against the thin, cast iron j 
fins takes the place of a 
w a te r; 
jacket and cools the cylinder. The 
economizer 
it 
filled 
with 
water 
cooler than the gases and, there­ 
fore, the rings absorb heat from 
the gases and transfer it 
to th e . 
water. W ith this ingenious arrange- j 
m ent the water entering the boiler > 
is heated to 473 degrees F. 
When 
it is realized th at the highest tem ­ 
perature of the water in your k it­ 
chen. th at is, the water th at boils ’ 
your coifee and th at boils the eggs 
is only 212 degrees F.t the thought i 
of water at 473 degrees makes one j 
realize th at in this boiler plant the ; 
conditions are indeed hard to rec­ 
ognize from personal experience. 
Due to the large am ount of coal 
being burned and the increase in 
efficiency established by heating the 
air for combustion, an air heater is 
used of a size sufficient to heat the 
air to 375 degrees F. This air heater 
is composed of 2-inch steel tubes, 
arranged vertically, the gases pass­ 
ing directly 
upward 
through 
the 


tents of a fifty ton railroad car of 
coal every two hours. 
The quantity of steam which Is 
generated also forms m aterial for 
serious consideration. Four hundred 
thousand pounds of water used per 
hour is the equivalent of a brook 
six feet wid 
and one foot deep 
flowing two miles an hour, every 
hour- 
Imagine a lake large enough 
to supply the water for this boiler 
for a year—assuming th at the same 
water was not used over and over 
again which, of course, it is in a 
modern 
power 
plant. 
The 
lake 
would have to be a mile long, one- 
half mile wide and 33 feet deep all 
over to contain the am ount of w ater 
th at can 
be evaporated 
by 
this 
boiler assuming th at it operates at 
full capacity for 300 days a year. 
Thus. New Castle is possessed of 
an outstanding 
power 
generating 
unit, and although not the largest 
in the world, it Is certainly among 
the most up-to-date and its charac­ 
teristics 
as 
regards 
tem perature, 
pressure, efficiency, and other speci­ 
fications makes it of consuming in ­ 
terest to power plant engineers in 
all countries. 
The 
steam 
generator complete 
with pulverized fuel firing equip­ 
m ent 
w as 
furnished 
by 
Foster 
Wheeler Corporation. 
—Bl 1 IN NEW CASTLE— 


" A 
PHOTOGRAPH IS WORTH 
A THOUSAND WORDS” 


THE PENNSYLVANIA POWER CO. 


THE CITY OF NEW CASTLE 


DESERVE CONGRATULATIONS ON THE NEW 
POWER PLANT 


THE WARNER PHOTO SHOP 


NO FATALITIES 
IN CONSTRUCTION 
OF POWER PLANT 


W ith *he construction of the new 
power plant at West Pittsburg com­ 
pleted, the power company, as well 
as the Utley company contractors 
for the plant, can look back with 
great deal of satisfaction to one 
outstanding record which was made 
in the construction of the plant. 
In spite of the great hazard in­ 
volved in all construction work and 
particularly in the heavy steel and 
concrete type of construction in this 
plant, only three lost time accidents 
occurred, with not a single fatality. 
Statistics as compiled for the con­ 
struction industry indicate th at on j 
an average, & fatality occurs for I 
every SCO tons of steel construe-j 
tion. 
One thousand seven hundred tons ! 
of structural steel were used in this i 
plant. 
The three lost time a c c i-; 
dents wnich did occur fortunately j 
resulted in rapid recovery of the 
workers and the safety record for 
the job is one of w'hich all connect­ 
ed with the piant can justly 
be 
proud 
j 


WE ARE HAPPY! 


to Congratulate the 
Pennsylvania Power Co. 
for their Faith in our 
city and county 


Here is a development within the city. 
The erection 
of their plant was the one thing necessary to prove 
that one major company of great magnitude has faith 
in the future of our community. 


The construction of this 
way for new industries 
county. 


vast power plant paves the 
to locate in our citv and 


LET US BOOST! 


Davis Coal & Supply Co. 
= 
Per IVOR V. DAVIS 


New Castle Feed, Coal & Supply Co. 
...= 
Per JAMES G. DAVIS 
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“ A BARGAIN in BETTER LIVING” 


• In the territories served by the Com­ 


monwealth & Southern system (in the 


North and in the South) the average 


householder pays 25% less tor elec­ 
tricity than is paid by the average 


American home. 


• Because of these low rates, the aver­ 


age home in the territories served by 
the Commonwealth & Southern sys­ 
tem II w usc^ a third m ore electric cur­ 
rent than the average American home. 


Y 


OUR new power plant has “a job of work” to do. It 
is built to improve electrical standards of living for 
you and your neighbors in the communities served by 
Pennsylvania Power Company. 
More than a structure of brick and steel, more than an assembly 
of boilers, turbine and generator—this plant brings you a new 
source of electric energy, new capacity, new reliability. And 
for what? . . . to make home life better; to lighten the chores 
of housework; to create city conveniences on the farm; to aid 
in commercial progress; to strengthen the resources that invite 
industries and pay rolls to this region. 
The Commonwealth and Southern Corporation is proud to share 
in this constructive public service. 
i 
What has made it possible for this country 
to enjoy cheap and efficient electric serv- 
Your plant was designed, and its construc­ 
tion was directed by the Commonwealth & 
Southern engineering organization. 


The companies associated in the Common­ 
wealth and Southern system (including 
Pennsylvania Pow er Company) benefit 
from practical advantages whose results 
are reflected in improved and more eco­ 
nomical services to community and custo­ 
mer. Under the direction and control of 
the local company’s board of directors, 
specialized services are rendered in such 
matters of public utility operation as en­ 
gineering, accounting, purchases, indus­ 
trial development, extensions and better­ 
ments . . . and day-to-day operations. 


These services are rendered at cost. 


ice? 
The answer is INDIVIDUAL ENTER­ 
PRISE. Operating as such, public utilities 
for half a century have given American 
homes and industries progressively MORE 
FOR THEIR MONEY. 
In all this, our aim, and the aim of Pennsyl­ 
vania Power Company, is good service TO 
THE SINGLE CUSTOMER... to the small 
shop and mill as to the large, to the farm at 
the end of the line, to the smallest home at 
the farthest edgn of town—the same high 
standards. In serving ONE well, ALL are 
served well. 
That is our abiding purpose. 


THE 
COMMONWEALTH 


AND SOUTHERN 


CORPORATION 
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Operation 


DISTRICT ASSURED 
OF RELIABLE SUPPLY 
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; recovering 
the 
water 
from 
the 
I steam makes possible the use over 
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+ ______________________________ 
* 
| and over again of the pure boiler 
. 
fed water 
Thus, the condenser Is 
Every Single Element Must ar® provided 
for the boiler, each one of the greatest 
money savers 
TTT 
. 
_ 
, 
_ 
_ 
of which has a capacity of 124 tons 
in the plant. 
Work Properly To Smooth 
per hour. 
The turbine drives a 35.000 kilo: 
But for even* ton of coal used, the watt 
generator. 
Operating 
at 
a 
boiler needs 124 tons of air. 
This speed of 3,600 revolutions per min- 
air 
drawn from the upper part ute, a point on the outermost edge 
of the plant 
and 
by means of of the largest 
turbine 
blades 
is 
forced draft fans is forced through travelling at the terrific speed of 790 
air pre-heaters located in the out- miles oer nour. 
Instead of the 
let of the boUer. Here the flue gases j generator revolving in air, hydrogen 
trom the boiler help to heat the a ir 1 lills the generating easing. Because 
being fed into the boiler, thus re- of its lighter density, considerably 
covering a little more of the heat less heat from friction between the 
from the ccal 
Through large ducts \ air and the generator rotor is cre- 
thi.s air is fed into the burner box ; ated. 
The hydrogen cooling system 
and thence into the boiler fans. 
. is one of the new innovations in 
Important Element 
j power plant practice and promises 
An induced draft fan located in to *dd Important economies to 
the 
the boiler flue above the air pre- j U^ueratoi efficiencies, 
heater is an important element in 
Power is generated at 14.400 volts, 
supplying the draft for the fire 
and Is stepped up in the substation 
This draws the flue gas from the through three-winding transformers 
evpfvw-'nere can be seen evi- furnace at the rate of 215.000 cubic to 22 000 and 66.000 volts. The total 
Kc< of *hr intr.rate rip’ail and feet per minute at a temperature of transfoimer capacity is 45.000 KVA. 
operation of the con- 300 degrees F. Both forced and in- j 
with a spare 15.000 KVA 
trans­ 
port 
fhc 
machinery 
which 
duced draft fans are 
driven by c o n -1 former for emergency. 
The 66,000 
te this modern steam power 
stant. speed motors through vari-j volt output goes through a new-steel 
P c h a p s the thing which Is 
able speed hydraulic couplings. 
By , tower transmission line to the Cedar 
impressive about 
the whole 
varying the pressure of oil on these i street substation, while the 
22,000 
is Thus mass of pipes, tubes, 
couplings the speed of the fan can volt output feeds into two 
wood 
be chanced even though the motor pole lines, one going to Cedar street, 
itself operates at a uniform rate of! the other to the Ellwood City sub- 
speed. 
station. 
Another interesting operation is 
From »he coal to the final pro- 
performed bv the cinder catcher, lo- duct. electricity is an intricate path 
rated above the air pre-heater. Bv | ***** step has been studied and j 
a centrifugel action, the ash leaving improved from time to time. 
The 
the boiler Is removed from the flue nev Plant represents the results of; 
gases and leaves but a small amount *SIud*v and 
work 
scientists 
for : 
nee ring and has been declared by of smoke 
or ash to pass out the yrars- 
engineers who have already seen it stack. 
running to be one of the smoothest 
i otr.es From Wells 


Noting Construction Progress 
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Every 
new Ne 
bern thr 
massive 
Instant 
it.urdine- 
ever f rr 


ing 
i pm» n 


who has seen the 
power plant has 
he sight. Of heavy 
tion, it creates the 
of 
.strength 
and 
illy designed, how - 
rchitectural stand- 
as well an impres- 
nd symmetry, 
in me plant, roar- 
.»it hours is huge, 


t f , r fi r 11 r 54 f f* 
? rOi5 
opei 
plant, 
most 
plant 
joints, motors, gauges, etc., even 
sing's element of which must oper­ 
ate perfectly to keep the plant run­ 
ning smoothly. 
la te s t 
Developm ents 
While it is not comparable in size 
to the 
large 
metropolitan 
pow^r 
plants, it represents the latest de­ 
velopments m power 
plant engi 


— B U T IN N I W C A ST LE — 
The modern Olympic games were 


h. 
h 
operating ms- 
The boiler feed water comes from alh, in thf old Greclan Olympic, 
chines they have ever seen 
Con- two thousand gal ons per minute thcre wa; onl 
m conUffit_ i 
" I , 
8 
* *™ 'ra |n« pumps on weii. dulled on the prop- racf ln a meadow near oivmpia 
unit and a single boiler, the piant. erty. 
Treatment of this water con- rnrnfhll. 
thp fir_t rflrp_'„ ->nn. 
has all the advantages of a large ! >ists merely of passing it through mrtpr dash—so was the first Olvm- 
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generating station, and through the an evaporator which actually dis- 
s.vstem’s Inter-connected transom- tills it and thus removes undesir- 
sion facilities, we have the further able 
factors 
which 
might 
cause 
advantage of receiving a 
reliable scale or corrosion in the boiler. Be- 
powder supply in case the plant for fore feeding It into the boiler, this 
some reason is shut down. 
water passes through closed heaters 
The New Castle Power Plant is supplied by steam which is bled 
lor a fed on the Beaver river, near j from different stages of the tur- 
the community of West Pittsburg, i bine. 
These heaters raise the tem- 
Its location is just about a mile be- perature of the feed w-ater, w-hich 
low the confluence of the Mahoning is then further raised by passing 
and Rhenango rivers, and with the through an economizer in the boiler, 
flow of water on both these rivers This consists of a large number of i 
controlled 
by 
flood 
control 
and tubes located in the boiler flue, and 
water 
conservation 
projects, 
the ; recovers another part of the heat 
plant is assured of an adequate, which otherwise would pass out the 
water supply for condensing pur- stacK. 
po^es as well as a high degree oi 
feed water is pumped through 
assurance 
against 
flood 
damage, j these stares primarily by the action 
The operating floor of the plant is 0f ^ e boiler feed pumps, which are 
five foo. above the highest record-j driven by 800 h. p. motors and dis- 
ed rive»' level although that level * charge a thousand gallons per min- ] 
w as reached before either of the j utp each, at a pressure of a thou- : 
flood 
control 
projects 
had 
been ^ n d pounds per square inch. When 
built m the rivers 
Records over a the boiler feed w-ater finally enters \ 
period of >ears also indicate that the boiler, 
this 
temperature 
has 
the temperature of the water is sat- j been raised to 450 decrees F., thus, 
isfactory the year around, this fac- the boiler itself does not do the en- ; 
tor 
being 
important 
since 
cool th* j0b 0f adding heat to the water, j 
wwter makes possible better vacuum i n ?he boiler, however, the water is 
in the condenser and, hence, greater actually converted 
to steam 
and 
efficiency of operation. 
! this steam leaves the boiler at a 
300 Tons Of Coal Daily 
\ pressure of 880 pounds per square 
It is estimated that coal require- I inch. and a temperature of 900 de­ 
ments of the plant will be about i 
F- 
Passing from the boiler 
300 tons per day. 
This coal can be, through Steel pipe, whose wau is 
delivered to the plant either by rail j almost an inch thick, the steam en- 
or truck, from which it is dumped ! iers ^ 
turbine at about 800 pounds 
into a hopper and fed into the coal; pressure, and 850 degrees tempera- 
rrusher. FYom the crusher the coal 
’tire, 
is conveyed by belt either into the \ 
Turbine Type 
plant or to the hundred thousand 
The turbine is known as a tan- 
ton coal storage yard. 
The coal- 
dem-compound bleeder 
type 
unit, 
handling equipment, which includes On the same shaft are located the 
the 
belt 
conveyer, coal elevator, high 
pressure 
and 
low 
pressure 
crusher and the trRck scraper are units. 
The high pressure unit ex- 
controlled at p central point where pands the steam to a little above 
the control 
mechanism is inter- 
atmospheric pressure, and m the 
locked; in other words, so connected low- pressure unit additional energy 
that no part of the coal-handling is derived from the expansion of the ; 
equipment can start up except in steam to a vacuum of about 27 or 
proper sequence, thus eliminating, 28 inches of 
mercury 
«or 
about 
the possibility of coal piling up at minus 14 pounds per square inch.) 
one particular point due to the fai- 
Bv 
“bleeder 
type” 
turbine 
is 
lure of some part of the mochan- 
meant 
the 
turbine 
from 
which 
ism. 
The belt conveyer carries the steam is tapped or bled at different 
coal into the huge crushed coal points, to be used for other pur- 
bunker above »he boiler room fir- poses than the operation of the tur- 
lng floor. 
Thi^ .«unker has the ca- | bine itself. 
In this case the steam j 
parity oi about 420 tons of coal. 
bled from the turbine operates the 
Fed By Gra%ity 
feed water heaters and the eva- 
From the bunker the crushed coal porator. 
jus fed by gravity into the pulverizers 
From the turbine the steam goes 
ln the basement of the plant. Here 
to the condenser, where in passing 
a mixture of the coal and some around a myriad of tubes, through 
heavy- steel poles rotate and cause 
which cold water is being pumped, 
the coal to be reduced to fine pow- the steam condenses into water and 
der. When this powder is sufficient- 
again put into the feed water sys- 
Jv fine, an exhaust fan draws it i tem for use in the boiler. The con- 
out of the pulverizer and actually [ denser uses immense quantities of 
blows the i.ne pulverized coal into 
water for cooling. 
Two 22,000 gal- 
the boiler furnace. 
Two pulverizers 
Ions per minute circulating w-ater 


piad winner. This was in 776 В. C. 


Here are showm President Wendell L. Wiilkie, president of the Com­ 
monwealth and Southern corporation, and Construction Superintendent 
John E. Perry, studying plans of the new power plant, while the building 
was in the course of construction, during a visit of Mr. Wiilkie to the 
site of operations some months ago. 


We Welcome Our New Neighbor 


The Pennsylvania Power Company 


at the opening of its new 
West Pittsburgh Power Plant 


for which we were privileged to furnish approximately 
three carloads of 


“ GALVADUCT” ы “ L0RICATED 


» 


(Electro Galvanized) 
(Black Enameled) 


RIGID STEEL CONDUIT 


for the protection of their Power and Telephone Cables 
sold through 


GRAYBAR ELECTRIC COMPANY 


Garland Manufacturing Company 


WEST PITTSBURGH, PA. 


In Business in I^wrence County nearly 40 years. 


The New Modem 


Cedar Street Sub Station 


Erected In Connection With the 
Pennsylvania Power Company’s 
$3,000,000 Generating Plant 


Constructed By 


F L E M IN G 
Structural Steel Co. 


NEW CASTLE, PA. 


WE ARE PROUD 


to have had an important part 


in 
the 
construction 
of 
the 


mammoth 
n e w 
Generating 


Plant 
of 
the 
Pennsylvania 


Power Company. 


L. A. HAUG 


GENERAL CONTRACTOR AND BUILDER 


Temple Building 
- 
New Castle, Pa. 


Structural Steel 


for 
Buildings and Bridges 


HEARTY CONGRATULATIONS 


—TO THE— 


PENNSYLVANIA POWER CO. 


ON THE OPENING OF THE 


NEW GENERATING PLANT 
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Power Company Building New 
Substation In New Castle 


Sfy 
З р ж 
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of work in the hauling of dirt and 
other m aterials at the site. 
Over 
1,500 railroad 
cars 
of 
m achinery 
and other equipment have already 
been moved into the plant. 
In ail 
these cases, the power plant co n ­ 
stru ction 
m ade 
em ploym ent 
for 
local people and the finished Jcb 
is, to a great extent, a product of 
local industry and trade. 
All 
told, it has been estim ated 
th at about 400 firm s shared in the 
sale 
of 
equipm ent, 
m aterials 
or 
services to the construction of the 
plant. 
Of these, over 100 were local 
firm s. 
Obviously m ast of the m a ­ 
chinery and equipm ent in the plant 
was purchased from m anufacturers 
outside of New C astle in view of the 
fact 
th a t 
the 
equipm ent 
is 
not 
m anufactured locally. 
—BUY IN NEW CASTLE— 
Utley Has Built 
Many Projects 


Contracting Firm In Charge 


Of 
Power 
Plant 
Con­ 


struction Widely 


Known 


do 


HEADQUARTERS AT 


DETROIT, MICH. 


That’s what you 
to your 
electric light plant 


f * 


W hile th e new power plant 
at 
W est Pittsburg is 
the 
source 
of 
power for this area, the C edar street 
substation 
of 
the 
Pennsylvania 
Power Com pany is of equal im port­ 
ance as the focal point for the dis­ 
tribution 
of th a t 
energy 
to 
the 
co m p an y ’s 
vast 
transm ission 
and 
distribution netw ork. 


A t a cast of alm ost $200.000 the 
com pany is engaged in 
the 
co n ­ 
stru ction of a new control build­ 
ing a t the station and of 
a new 
steel sw itching stru ctu re, which will 
not 
only 
accom m odate 
the 
new 
transm ission 
line 
from the 
power 
plant, b it. by a general re arran g e­ 
m ent of sw itches and oth er equip­ 
m ent. will fu rth er prom ote the safe 
and 
dependable 
operation 
of 
the 
station . 


C ed ar 
street 
substation 
is 
the 
most 
im portant substation of 
the 
com pany. 
Into it 
feeds a 
132.000 
volt steel tow er line from Toronto 
pow er 
station 
on 
the Ohio 
river 
and two 22,000 volt lines on steel 
tow ers from the Lowellvilie power 
station. 
The new 66,000 volt line 


CEDAR STR EET SUBSTATION 


and a 22.000 volt 
wood 
pole 
line 
from the New C astle power plant 
¡h a v e recently been connected. 
Two 66.000 volt lines from C edar 
street feed the Ellwood 
City 
and 
Zelienople area, and also form an 
. em ergency 
connection 
with 
D u- 
quesne 
Light 
Com pany 
of 
P itts- 
I burgh in tim e of need. 
In addition. 
22 000 
volt 
lines 
feeding 
out 
of 
C edar street supply power to the 
W est W ashington street substation 
and the C ascade street substation 
! for fu rth er tran sform ation and dis­ 
tribution 
to 
custom ers 
in 
New­ 
ca s tle and vicinity. 
It is indeed a 
point of utm ost im portance in the 
i electrical system of 
the 
Pennsyl­ 
vania Pow er Com pany. 
Haug General Contractor 
T he erection of the new station 
is a product of local skill and labor 
T he m odern new control building Is 
being built bv L. R. Haug, general 
co n tractor. 
The com plex wiring in 
th e 
building, 
including 
the 
Intri­ 
ca te control 
system , 
is 
being 
in­ 
stalled by C ham berlain and Cline, 
while announcem ent has just been 
1 


m ade of the aw arding of the con­ 
tra ct for the erection of the sub­ 
station 
stru ctu re 
to 
the 
M arvin 
E lectric Com pany. 
All of this work 
is being done by local workmen. 
W ith nothing but a low constant 
hum 
to 
indicate 
the 
trem endous 
energy passing through the sw itches 
and transform ers, the C edar street 
substation 
carries 
fu rth er 
the 
power generated at the New Castle 
Pow er Plant, perform ing an oth er of 
the essential services necessary to 
bring useful power to the com pany's 
thousands of custom ers 
—BUY IN NEW CAST! E — 
Materials Supplied 
By Many Concerns 
In New Castle 


Brick And C oncrete W ork P ra c­ 


tically 1 0 0 Per Cent Coun­ 


ty Produced 


T h e form al opening of the New i 
Castle Power station m arks another 
milestone of success for its builder, { 
Jerom e A. Utley, 
con tractin g 
en ­ 
gineer of D etroit, Mich. 
In less than two decades the con­ 
tracto r has developed a highly su c­ 
cessful enterprise from 
a 
modest I 
start in the sewer construction field 
to a general con tractin g firm, opei - j 
ating from coast to coast, with 
a 
national reputation 
in 
industrial 
and com m ercial construction. 
Numbered am ong the m any proj- 
. ects successfully com pleted by this 
firm are several automobile stam p - 
, ing and assembling plants, hydro­ 
electric and pumping stations, steel 
mills, federal arm y barracks, peni­ 
ten tiaries m odern skyscrapers, sea 
walls, country estates, 
sports 
s ta ­ 
diums. university dorm itories, hos­ 
pitals. churches, schools and other 
buildings 
j 
Thousands of automobiles on 
th r i 
highways of the A tlantic and P aci- i 
! fic coast were assembled 
In 
the 
plants built b\ J A Utlev at Linden. 
N. J. and South G ate 
Calif. 
MU* 
I lions of cars now travelling over th ' 
nation's highways were stam ped o tr 
i in huge presses, some of them two 
stories high, which were assembled 
and erected bv thl* firm in Detroit. 
Cleveland, Flint, Pontiac and Lan s- j 
i ing. 
of the n ation ’s at ream -lined 
buses and coaches originate 
assembly lines of the Yellow ' 
and Com h Com pany built by 
n Pontiac. Mich, 
city of M emphis. T»*n 


Mo 


JAMES and WEAVER 


Youngstown’s Largest Office Outfitters, 


Completely Equipped the New 
PENNA. PO W ER CO. 


With .Modern 


on tJ 
True 
U tk ' 
Th 
rives 


(* 


iiii у pro 
n * „ .. 


DESKS 


Cenerai Fireproofing 


FILES — CHAIRS 
LOCKERS — STEEL SHELVING 


We Congratulate and Wish Them 
Much Success. 


JAM ES & W EAVER. 
New Castle Representative, 
BILL ALLEN 


The mast im portant visible 
ducts in the new power plant 
plied by local industry, are the 
and concrete which are pract; 
100 per cen t Law rence c< 
duced, processed and placed, 
other local firm s, however 
plaved 
an im portant part in the co n stru c­ 
tion of the plant by furnishing m a­ 
terials as well as im portant services 
in the construction. 
The com pany 
early established the policy of fa- 
| voring local industry w herever p o ^ 
jsible and it can be said with con ­ 
siderable 
satisfaction 
th at 
local 
firm s were able to equal, in qualitv 
and in price, the best work of out- 
of-tow n firm s in practically even 
line of work with the exception of 
certain 
specialized 
tavks 
which 
could not be done locally. 
Such work as piping and plumb­ 
ing. 
m iscellaneous 
m achine 
*hop 
work, 
sheet 
m etal 
woik. 
various 
type<5 
of 
stru ctu ral 
steel 
work, 
num erous item s of hardw are, lum ­ 
ber and mill work are typical e x ­ 
am ples o f m ajor construction items 
which were placed with local firms 
Thousands of feet of electrical co n ­ 
duit 
were 
m anufactured 
by 
the 
I G arland 
M anufacturing 
Com pany. 
Local truckers secured a great deal 
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its builder, 
may 
justified pride upon 
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played 
in 
a n o th e r 
co n trib u tio n 
to 
our national industrial development 
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\ 
M arch 
1 9 2 4 
the 
S u p p ly D e ­ 


p a rtm e n t of the W e s t e r n E le ctric 


C o m p a n y 
(since 
1 9 2 6 , 
G r a y b a r ) 


published 
the 
a d v e r tis e m e n t r e p r o ­ 


duced to the left. 
T h e fact^ rejrard- 


ing the service of ’.o u r electric lijrht 


and p o w e r c o m p a n y are ; ust as true 


to d a y as th ey w ere in 1 9 2 4. 


T h e m o d e rn g e n e r a tin g plant Just 


c o m p le te d by the P e n n s y lv a n ia P o w ­ 


er C o m p a n y will 
help 
m a k e 
their 


service to 
ou ev en m o r e elastic and 


ev en 
m o r e 
d ependable. 
This 
n ew 


e q u ip m e n t 
can 
m e e t 
g r e a t e r 
p eak 


load d em an ds, n ot on ly to d a y . . . 


but fo r y e a rs to c o m e . 


Since the e a rly d ays of the P o w e r 


and 
L igh t 
Industry, 
G r a y b a r 
has 


helped keep up this In d ustry's fine 


record of service by furnishing d e ­ 


p endable supplies and eq u ip m en t. In 


addition, 
G r a y b a r supplies “ E v e r y ­ 


thing Electrical 
F o r 
H o m e , 
O ffice 


and I n d u s t r y " — lam p s, applian ces, 


lighting 
fixtures, 
w iring 
m aterials, 


police radio, electric m o to rs , and 60,- 


u n o o th e r electrical item s — all sold 


th r o u g h leading dealers and c o n t r a c ­ 


tors. 


GraybaR 


O m C I S 
I'*' 
FRIKCIPAL СГТТЕЗ 
EXECU ­ 
TIVE O FFICE? 
Ci RAY BAR BLDG . Ne V YORK 


Extending 
Congratulations 


We take great pleasure in of­ 
fering our best wishes to the 
Pennsylvania 
Power 
Co. 
on 
the opening of their new mod­ 
ern generating plant. 


A 
partía! 
Il*t of th« 
lnmh«r. 
u**a in the construction of ths 
$3.000,000 
ballding, 
wie 
furn- 
ished by— 


J. HENRY KLINE 
LUMBER COMPANY 


303 S. Beaver Street. 
New ( astle. Pa. 


Steel Erection 
Easiest Task 


FabricRtion, 
No 


Labor Trouble, Efficient 


W orkm anship 


Not m any peoplp in this section 
of th^» country have ever had the 
opportunity 
of 
observing 
one 
of 
nature'« m ost terrifying spectacles I 
— a cyclone, and hope they never 
will. 
But the black funnel-shaped 
dust cloud they create, small at the 
bottom and growing larger until it 
F * r * lli* n t 
| reaches the clouds, is fam iliar 
to I 
everyone. 
And 
everyone 
know^ 
| th a t the cyclone Ls a tw ister, with 
power to exert trem endous d estru c­ 
tive force. 
B u t your rep orter was surprised ’ 
. 


1 to 
loarn 
that 
the 
enRtneers 
who 
w h a t * RS 5'our 
task * t 
designed the power plant at W est 
,,lfl 
l>0Wi*r P la n t?" 
u a , 
Pittsburg 
had 
created 
a 
sm all 
the <*,lerTy put t0 Jo h n E H('n'y' 
cyclone of 
their 
own 
to 
remove I «OnstrueUcn superintendent of the 


ash 
from 
the 
sm okestack 
gases 
A fter powdered coal has been burn­ 
ed. a very fine ash is created , so 
fine in fact th at 89 |>er cent of it 
will pass through a 400 mesh screen 
— th a t m eans a screen with 160.000 
openings to the square inch— and 
j none of it would be stopped by a 
screen with 10.000 openings to the 
square inch. 
Being so fine, these 


J particles, called fly-ash. would ride 
right out on the d ra ft created in 
the stack and would float down on 
the countryside nearby. 
And, be- 
j lieve it or not, the way they get 
rid of this light ash is to hurl It 
into the middle 
of 
a 
m an -m ad e 
cyclone. 
As the tiny particles of ash swirl 
around in this tw isting wind they 
are throw n to th e outside by cen tri­ 
fugal action. 
They fall downward 
inside the cyclone-separator, always 
clinging to the outer edges, until Local Firm Provides Consider- 
they finally reach the sm all end oi 


Pennsylvania Power 
Com pany 
to ­ 
day. 
The huge $3.000,000 plant was 
com pleted recently. 
“The erection of the steel, because 
of the excellent fabrication we re ­ 
ceived, secondly, we did not 
have 
) any labor trouble 
and 
third, 
be- 
| cause ot the high type of w orkm en." 
| 
“W as It 
an enjoyable job ?" 
“Yes, it was a most enjoyable co n ­ 
struction jo o .' Perry explained. 
The plant work actually got u n ­ 
der way in April. 1937, and the gen- 
| eral co n tract work got started in 
August, 1937 
—BUY IN NEW CASTLB— 
Provide Plumbing, 
Heating Fixtures 


able Am ount Of M aterials 


F or New Plant 


the funnel at the bottom . 
Having 
no place else to go, and being im ­ 
pelled by the terrific velocity of the 
m oving air, they drop through the 
bottom ho’e and com e to »*est neatly 
and com fortably in the receptacle 
provided 
for 
them 
below. 
The 
whistling 
wind, 
now 
carryin g 
no 
load 
of 
ash, 
is 
sucked 
upward 
through 
the inside of 
the twister 
and goes on out the stack. 
At 
regular 
Intervals 
the ash 
is 
sucked out of the receptacle by a 
vacuum , 
mixed 
with 
w ater 
an a j tion and plumbinR fixtures 
for both 
sluiced out to a storage 
pit. In this plumbing 
and heating insulation, 
m anner. 25,000 pounds of ash each j 
The Law rence Supply Com pany i s ; 
day 
are 
collected 
and 
prevented 1 a New C astie concern 01 which Wii- 
from еы aping into the air. 
j Ham M Clark is the treasu rer. 
] 


One of the most prom inent firm s 
in their Hue of business in this dis­ 
trict helped to furnish m ateria] for 
the New Cast It Power P lan t. 
It Ls 
the 
Law rence 
Supply 
Com pany, 
which is engaged in plumbing, h e a t­ 
ing, pipe, fittings and valves. 
This 
firm 
furnished 
the 
plant j 
with piping 
valves, fillings, rad ia- 


CONGRATULATIONS 


to the 
PENNSYLVANIA 
POWER COMPANY 


— on the Opening of their New Castle High 


Economy Generating Station. We are pleased 


to have been selected to supph the switch­ 


board and combustion control panels. 


CLEMENT INDUSTRIAL 
ELECTRIC COMPANY 


22 3 Erie St., N. \V. Grand Rapids, Michigan. 


M AKERS O E HIGH GR \DE “T \II.OK M \I)E" SW ITCH- 
BO A R D S O F ALL T Y P E S . 


I H I H 'l Y 
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Hydraulic Coupling, Huge Condenser Is Big Factor 
Interesting Mechanism 


“ Fluid Drive M Is One Of 
Modern 
Miracles Of 
Engineering 


POWER FROM MOTOR 
DELIVERED TO FAN 


oil pii ng' 
averagi 
if a ven 
pr 
PI 


ht 
MO 
oppi n 
h f bt 
‘ r 
ine 
1 
¡y 


♦ j-,« 


pro­ 
fit me 
mechanLsm 
its technical nam e, 
rs can 
^ ccmMructed 
and 
ti m as 1 efficiently if they can 


t to rui. at a constant high 
Control ap p aratu s for vary- 


1 of the m otor itself 
Y et various m otor ap- 
quire 
slow 
variabje 
am ple, th e forced and 
fans on the boilers 
e new plant, which regulate 
ow of air in accordance w ith 
ad on the station, m ust oper- 
a wide range of speedr 


ora 


form of speed changing m ust 
ed. 
rs the 
Fluid D rive” or 
C oupling,'’ one of the 
re ci 
raul 


ate 
Som- 
be a: 
He 
* HycL 
, 
_ 
m odem m iracles of engineering. It 
tran sm its energy w ithout any me* 
cham cal 
connection 
between 
the 
driving and driven m em bers. 
Y et 
it is exticm ely sim ple in construe- 
and principle. 
essential p arts are th e “im - 
•" connected to the m otor, and 
ier 
connected to the fan, and 
. mg bolted to th e im peller. The 
;cr soaped im peller and ru n n er 
are placed w ith the hollow' sides 
facing, biit noi touching. 
The hol­ 
low* space inside is partly filled w ith 
the driving fluid, a light turbine oil, 
which is retained in the coupling 


lion 
It 
pelli 
**rui 
a ca 
sa 


4 
by th< 
casing. 
W hen th e m otor 
runs, the im peller w hirls. 
R adial 
vanes, which resem ble th e spokes of j 
a w heel inside the saucer shaped I 
im peller catch and w hirl th e oil, a s ; 
the im peller w hirls, against sim ilar i 
radial vanes in th e runner. 
S^ts Runner In Motion 
On th e sam e principle th a t causes 
a w ater-w heel to run when falling 
w ater s.rikes it, th e w hirling oil set j 
in m otion by th e im peller, sets th e 1 
runner in m otion, by the release of j 
kinetic energy. 
In this way, th ej 
power from the motoi is delivered to 
lilt fan through the fluid drive. 
H ie fluid drives in New Castle 
station are of the variable speed ] 
type, which perm it unlim ited con- j 
trol of fan speeds by increasing or 
reducing 
the 
am ount 
of 
driving 
fluid 
W hen the space between th e ; 
ru n n er and im peller is practically j 
full of oil. the fan speed is w ithin 
a sm all percentage as great as the 
speed of the m otor. As th e am ount j 
of fluid is decreased, by a sim ple | 
control, the speed of the fan is de- 
creased while the m otor speed re - 1 
m ains constant. 
Ease 
of 
control 
and 
sm ooth,] 
shock less power delivered through j 
the fluid drive have m ade it in - 1 
creasingly 
popular 
for 
m odern 
power plant applications as well as 
for a wide variety of industrial an d j 
com m ercial uses. 
T he m otorship th a t carries y o u ; 
to Europe or across th e lakes th is 
sum m er will, in all probability, have j 
a m arine type fluid 
drive 
which j 
operates on the sam e basic principle 
as the ones now installed in th e New 
C astle Power P lant. 
An A m erican j 
autom obile 
m an u factu rer 
recently 
m ade available fluid drive as o p - ; 
tional equipm ent on a car now on 
th e m arket. Ideal, also, for all types 
of Diesel 
applications, 
the 
fluid | 
drive is destined to become m ore 
and m ore an im p o rtan t factor in j 
industry and com m erce. 


Cement, Stone, 
Secured From 
County Firms 


Immense Amount Of Lime­ 
stone, Cement And Sand 
Used In Power Plant 


T E S T S 
SHOW 
HIGH 
QUALITY OF CONCRETE 


T housands of tons of concrete in 
th e new power plant of th e P en n ­ 
sylvania Power Com pany constitute 
one of ihe m ost im p o rtan t co n tri­ 
butions of Law rence county to the 
construction of the plant. 
From the five foot thick m at of 
concrete com prising the basem ent 
floor to the top of the 275 foot rein ­ 
forced concrete stack, all the in- 


gredients of the concrete camo from 
the rich n atu ral resources of Law ­ 
rence county 
Almost 
40.000 tons 
of crushed lim estone, 13,000 tons of 
sand and 30,000 barrels of cement 
wren t into the construction. 
The 
crusher 
lim estone which was used 
in place of gravel as an aggregate 
for the concrete was purchased from 
the P ittsburgh Lim estone Com pany, 
New Castle Lime Ar Stone Com pany. 
C arbon 
Lim estone 
Com pany 
and 
the 
Union 
Lim estone 
Com pany 
W hile the m ajority of the lim estone 
was used in the concrete, consider­ 
able tonnage was also used for bal­ 
last fo: the railroad sidings, road­ 
ways and drains. 
Sand was secured from the plant 
of the M ahoning Valley Sand Com ­ 
pany at M oravia, just across th e 
river from the plant, whilr- the sam e 
com pany furnished several hundred 
tons of gravel from its W est P itts­ 
burg gravel plant. 
C em ent was produced by the B es­ 
sem er Lim estone & Cement Com ­ 
pany, 
Lehigh 
Portland 
C em ent 
Com pany and the M edusa Portland 
C em ent 
Com pany 
and 
was 
p u r­ 
chased through a num ber of local 
building supply dealers. 
Required Lots Of Labor 
The supplying of these im portant 
building m aterials represented con­ 
siderable labor for Law rence county 


employe* not only in m ixing and 
pouring the concrete, but also in 
producing the ingredients 
n these 
locai plants. 
T e st, which were m ade th ro u g h ­ 
out the pouring operation ate am p e 
evidence of th** high quality of 
i 
m aterials and 
w orkm anship going 
into fchli im portant phase 
oi 
the 
p la n t’s construction. For every h u n ­ 
dred barrel, of cement used, a sm all 
test sam ple was taken of th e fin ­ 
ished concrete. 
These sam ples were 
sent 
to 
the 
P ittsburgh 
T esting 
L aboratories 
to 
determ ine 
th e 
stren g th of th 
resulting concrete 
C onstruction specifications requir­ 
ed 
the 
concrete 
to 
have 
a 
strength oi 2,500 pounds per 
quare 
inch. 
A ctually, th e average oi all 
tests of th e en tire period of con­ 
struction show ed a stre n g th oi 
> - 
400 pounds per square inch, over 
twice the specification requirem ents. 
Anyone exam ining 
th e finished 
concrete work can readily see in 
its sm ooth and uniform texture the 
high quality of the concrete con­ 
struction 
— B t V 
IN N E W C A S T L E — 
Seven 
republics 
in 
N orth 
and 
South Am erica and the adjoining is­ 
lands, in addition 
to th e U nited 
States, declared w ar against G e r­ 
m any in 1917 and 1918. 
They were 
Panam a, Cuba, Brazil. G uatem ala, 
N icaragua, H aiti and H onduras. 
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Looking down on the 50.000 H. P. turbo-generator in th e new plant. 
W eighing hundreds of tons, this 
m achine is as delicate in its operation as the finest w atch. 
It is th e m achine w hich is the final step in the 
converting of th e energy in the coal into the finished product “electricity”. 


New Zealand has raised the aver- 
Calais. France, fam ous for its lace, 
Jap an will raise its ban on 
the 
age length of life th ere to 60. 
i has a shortage of lace m akers. 
\ use of rubber in sporting goods. 


Windmill And Skyrockets 
Illustrate Principal Used 
In Modern Steam Turbine 


Bom bard a windm ill w ith sky­ 
rockets, and th e result is sim ilar in 
principle to th e action of jets of 
superheated steam 
in 
the 
steam 
turbine, 
‘A m erica’s No. 
1 
w ork­ 
m an.” 
Driving 
powerful 
generators, 
steam turbines today provide th ree- 
fourths of the electric power in the 
U nited States. 
The turbines su p ­ 
ply the m echanical energy which 
generators 
convert 
into 
electrical 
energy to heat the nation's toasters, 
stoves and electric irons, operate its 
electric refrigerators, light its lights 
and tu rn the wheels of industry. 
Turbine generators sim ilar in de­ 
sign and principle to th a t installed 
by the Pennsylvania Power Com ­ 
pany in its plant a t New Castle 
m any years ago started replacing 
th e reciprocating steam engine in 
powerhouses. 
F orty-four 
years 
ago. 
G eorge 
W estinghouse obtained a license to 
build 
steam 
turbines 
under 
the 
basic p aten ts of Sir C harles A. P a r­ 
sons. 
of 
England. 
W estinghouse 
engineers im proved the design, and 
today th ere are alm ost incredibly 
powerful 
turbine 
generating 
m a­ 
chines. 
New C astle Turbine 
The New’ C astle turbine, of th e 
tandem com pound type, 
was 
d e­ 
signed and built by the West ing- 
house 
Electric 
& 
M anufacturing 
C om pany at its South Philadelphia 
Wrork?, 
Since 
1895, 
when 
W estinghouse 
m ade the first practical steam tu r­ 
bine in th e U nited States, th e com ­ 
pany has built turbines en o u fb to 
produce 
1 0 tim es as m uch eleSxtc 
power as th e giant hydro-electric 
developm ent at B oulder Dam, 
D uring the past 10 years, the a n ­ 
nual production of 
W estinghouse 
steam turbines has averaged nearly 
half a m illion horsepow er—enough 
to supply electric light to approxi­ 
m ately 1 .0 0 0 , 0 0 0 fam ilies. 
In the m odem 
turbine, 
super­ 
heated steam 
at tem peratures as 
high as 900 degrees F a h re n h e it- 
m ore th a n four tim es as hot as 
boiling w ater—rushes through th o u ­ 
sands of curved 
blades, 
some 
of 
w hich are m ounted on w indm ill­ 
like wheels attach ed to a central 
sh aft, and others on th e stationary 
elem ent. 
The 
onrushing 
steam 
th ru sts on these blades to rotate 
th e sh a ft as wind tu rn s a w ind­ 
mill. 
Fed in to the turbine from boilers 
un d er pressures often in excess of 


1 . 2 0 0 pounds per square inch, the 
steam at speeds of 1.500 x 60 feet 
per m inute im parts speeds of 3,600 
revolutions per m inute to the ro ­ 
tatin g part 
The incoming steam spends som e 
of its energy by first striking rows 
of ‘ impulse’’ blades, pushing them 
forw ard and turning th e sh aft The 
steam then passes through a series 
of “reaction" blades, some of which 
are fixed to th e statio n ary p art of 
th e turbine, or “stato r,” others to 
the rotating 
shaft. 
The reaction 


blades 
produce 
a 
jet-like 
action 
sim ilar to th a t of th e spurt of blaz­ 
ing gas w hich sends a rocket sky­ 
w ard. 
In 
leaving 
the 
reaction 
blades, th e steam is again deflected, 
exerting an o th er th ru st on the ro- 
i tor. 
In passing through th e several 
j series of blades in two cham bers— 
high and low pressure—the steam 
expands and cools, giving up Its 
energy in the process. 
It is th en 
piped through a condenser w here 
it tu rn s to w ater and goes to the 
boilers, 
to 
be 
reconverted 
into 
'ste a m and sen t again through the 
] turbine. 
3.600 Revolutions 
D uring its passage through the 
turbine, the steam tu rn s the shaft 
a t high speeds varying w ith the 


j design, size 
and 
capacity 
of 
the 
unit. 
In 
th e 
new 
Pennsylvania 
Power 
C om pany 
installation, 
the 
sh a ft m akes 3,600 revolutions per 
m inute. 
It is coupled directly to a 
huge 14.400 volt W estinghouse hvd- 
rogen-cooled generator w hich con­ 
verts th e 
energy 
in to 
electricity. 
T he 
electrical 
energy 
th en 
goes 
th ro u g h power transform ers which 
step it up to 6 6 . 0 0 0 volts and send 
I it out to do its m any-sided job of 
cooking, lighting, heating, cooling 
and m yriad other household 
and 
industrial tasks. 
T he largest single sh a ft steam 
turbine generator built by W esting­ 
house was one of 165.000 kilow atH 
¡—equivalent to approxim ately 2 2 0 - 
I 0 0 0 horsepow er and energy enougn 
to light 
2.750.000 60-w att 
electric 
lam ps. 
T he sm allest stan d ard tu r­ 
bines are rated a t h alf a horse­ 
power. 
In 
m odern 
turbines, 
steam 
is 
“bled” a t different stages of expan­ 
sion and, is 
piped 
through 
feed 
w ater heaters (or h ea t exchangers) 
and used to p re -h eat w ater, thus 
relieving the boiler of p art of 
il s 
heating job. 
T he 
principles 
utilized 
in 
th e 
steam turbine w*ere know n m any 
centuries before an actual turbine 
was 
built. 
H istory 
reports 
th a t 
probably th e first turbine was d e­ 
vised in 139 B. C. by Hero, A lexan­ 
d rian experim enter, 
who 
built 
a 
hollow sphere w ith two curved jets 
| projecting from it. 
Steam gener­ 
ated 
in 
th e 
sphere 
rushed 
out 
through the jets, im parting a sp in ­ 
ning m otion to the hollow ball. By 
m odem standards, it was sim ilar in 
principle to a “reaction’’ turbine. 
In 1619. G iovanni B ranca, Italian 
engineer, m ounted a series of buc­ 
kets on a wheel, th en caused the 


1 wheel to tu rn by shooting steam 
into the buckets through a % nozzle. 
It was the first “ im pulse” turbine, 
and antedated 
Jam es 
W att's 
re ­ 
ciprocating steam engine by nearly 
150 years. 
In 1884. Sir C harles A 
Parsons 
began 
his 
experim ents 
with 
the 
steam turbine in England, o b tain ­ 
ing the basic paten ts on the device. 
Eleven years later, George W esting­ 
house brought turbines to America. 


CONGRATULATIONS 


to the 


P E N N S Y L V A N I A 
PO W E R C O M P A N Y 


We are proud to have had a part in the con­ 
struction of this modern plant. 


The FINE MILLWORK used in the Gener- 
*aiing plant was manufactured in the UNION 
MILL 


of the 
C I T I Z E N S 
L U M B E R C O M P A N Y 


OUR B E ST WISHES 


. . . go out to the Pennsylvania Power Co. on the 
opening of their new $3,000,000 Power Plant . . . 


14,400 
BAGS of CEMENT 


(PRACTICALLY ALL FROM LOCAL CEMENT PLANTS) 


IN ADDITION TO 
Miscellaneous Building Materials 


FOR THE PENNSYLVANIA POWER 
CO'S. NEW GENERATING PLANT 


-F u m i,bed By 
New Castle Lumber & Supply Co. 


12ó West Grant Street 
New Castle, I’a. 


3 12 W h ite St. 
Phone 3500. 


TO THE 
Pennsylvania Power Co. 


. . . on the opening of its new 
$3 000,000 power plant . . . 


We Extend Congratulations 


J. Clyde Giifillan Lumber Co. 


901 Wilmington Ave. 
Phone 819 
New Castle 


FOR THEIR FAITH IN 
OUR COMMUNITY 


In Erecting One of the Most 


Modem Power Plants 


We Extend Congratulations to 
the Pennsylvania Power Co. 


CASTLE STATIONERY CO. 


GREER BUILDING - - - NEW CASTLE, PA. 


MAHON 
SAND 
1NG VALI 
COMP ANI 
,EY 
( 


WEST 
PITTSBURG, PA. 


Extends Best Wishes 
to the 


Pennsylviinia Power Co. 


On the Public Opening 
of Their New Modern 


P O W E R P L A fSIT 


M r 
Sand and Gravel 
f 


Used iri the Construction of the 
New Power Plant 


W AS SUPPLIED BY 


Mahoning Valley Sand Co. 


P I \ \ 
' I N • 


West Pittsl 


I L . V i f l O , 


nirg* l*a. 
Moravia* Pa. 
1 


i 1 


N E W CA S IL E , P A , N E W S , IH U K S U A V , JU N E 29, !939. 
THIRTY-ONE 


Power 
to You 


VIA A 
GENERAL ELECTRIC 
SWITCHBOARD 


C 


O N T I N U O U S electric service has been 


' the m ain con sid eration in the design and 


co n stru ctio n o f the G e n e ra l Electric Air C ir­ 


cuit B r e a k e r Switchboard that will co n tro l and 


p ro tect the lo w -v o lta g e circuits in the new' 


p ow er plant at N ew C astle. 


T h e air circuit b rea k ers in this sw itchboard 


are m ou n ted so that during routine inspec- 


tions they roll in and out of the operating 


position as easily as drawers of a file cabinet. 


T h is is an important feature, because it al­ 


lows these inspections to be made without 


unnecessary interruption of service. 


Maximum safety to the power plant oper­ 


ator is assured, because all current-carrying 


parts are completely enclosed in steel. Gen­ 


eral Electric, Schenectadv, N. V. 


GENERAL 
ELECTRIC 


CONGRATULATIONS 


T O 


Pennsylvania Power Co. 


ON THE OPENING OF THE 


NEW CASTLE UNIT 


Jerome A. Utley 


CONTRACTING ENGINEER 


6031 MANSUR AVE. 
DETROIT, MICH. 
* 
i 


POWER P LA N T , INDUSTRIAL BUILDING AND 


COMMERCIAL BUILDING CONSTRUCTION 


PROGRESS 


Toward 


A GREATER NEW CASTLE 


Made By 


PENNSYLVANIA POWER COMPANY 


In rendering available the most efficient 


electric service modern engineering and 


design can produce. 


This accomplishment together with avail­ 


able labor, industrial sites and water sup­ 


ply gives New Castle an envious induce­ 


ment for industry. 


THE PRODUCERS 


of 
ê 
WILDWOOD COAL 


Are proud to play a part 


For C ity and Farm . . . 
Chemistry Provides 


“BETTER THINGS for BETTER LIVING” 


W 


ITH 
the 
opening: 
of 
the 
new 
Pennsylvania Pow er Plant, it is 
quite 
evident 
that 
there 
are 
“forces” constantly working to provide 
better things for better living. 


One of these 
forces, 
“Chemical 
R e­ 
search”, has already given us better, 
safer, more lasting and useful products 
for use in city or on farm, in the home 
or in industry. To mention a few, GR \S - 
S E L L I Chemicals are used in the proces­ 
sing of the clothes you w ear; in the man­ 
ufacture of the china and glassware you 
use; in the production of insecticides and 
fungicides used in gardens and on farms. 
W ithout chemical research, many neces­ 
sities that'are a vital part of your life to­ 
day would still he “undiscovered”. 


And in the new Power Plant, chemicals, 
improved through research, will be used 
in the manufacture of your electricity— 
a good example of how research and 
progress 
go 
hand-in-hand 
to 
provide 
“ Better Things for Better Living . . . 
through Chemistry.” 


Щ Ш ) 


•i. , i m i ott 


E. I. DU PONT DE NEMOURS & COMPANY, INC 


Grasselli Chemicals Department 


Wilmington Delaware 


IHIR I Y-I WU 
NEW CASTLE, PA., NEWS, THURSDAY, JUNE 29, 1939 


Hydrogen Gas 
Huge Turbo-Generator In Plant 


Helps To Cat 
Down Friction 


Hydrogen Gas Plays Novel 
Part In Operation Of 
Power Plant 


PURITY MUST 
BE MAINTAINED 


USC 


ря 
nf th 


р!Я! 
W< 


mem. 
at, th< 
among 
frnp’9t 
Heat 1 
electri 
the r 
duc loi 
which 
pa rt ly 
rotati: 
gas it 
heat 
which 


West 
Pittsbui 
he firs’ in the coi 
i hydrogen cooling 


1» generated in all 
cai a p p a r a t u s , partly 
esistance 
of electric 
•c 
nartlv 
in 
the 
bearings 
1 
,.*■ 
_ «ii 
and 
geneially are oil cooled, ana 
in the friction between the 
ng machinery and the air or 
trough which it rotates. 
The 
thus generated is the factor 
Mm its the capacity 
)f most 


Congratulations to the P en n sy 1- 
vania Power Company on the com­ 
pletion of its new $3,000,000 Gener­ 
ating Plant at West Pittsburg, and 
its successful operation. 


. . . . . . I nnnaratus ana the more j 
electrical apparatus*. 
the cooling system is tne 
g r « t S is the possible output of 
the machine. 
At 3.600 revolutions per minute, 
the opeiating speed of the generator 
in the new plant, a point o n the 
outermost 
edge 
of 
the 
turbjj|® 
blades is travelling at the ternnc 
speed ol 790 miles per hour. 
Even 
with the m ost careful streamlining 
of the rotating portions, there is 
friction with the air and this *ric- 
tion creates heat. 
Since hydrogen 
is a much lighter gas than air. this 
friction is materially less than *t 
would be in air, thus, the use of 
hydrogen results in a considerable 
increase in efficiency. 
Guard Against Leakage 
Naturally, great precautions must 
be taken to 
prevent 
leakage of 
hydrogen from the generator and 
leakage of oxygen into the jPcm’J" 
ator, since a mixture o* hydrogen , 
and oxygen might cause an ex-1 
plosion 
An 
elaborate 
protection | 
system has been installed, which in- j 
dicaies ot all times the purity c. | 
the hydrogen in the unit. 
Since 
pure hydro0en itself will not burn, j 
there is no danger whatsoever as j 
long as Me purity is maintained at 
a high point. 
During the initial tryout perioo 
last month, the generator operated 
in air. 
Hydrogen gas was placed in 
the generator before starting up late 
Monday night. 
Eighteen tanks o. 
hydrogen were used, each producing 
194 cubic feet of the gas at atmos­ 
pheric pressure. 
A large spare ca­ 
pacity must be kept on hand at an 
t imes to replace the leakage through j 
the 
shell 
of 
the 
generator, 
or 
through the oil which seais 
hydrogen in around the generator 


This view show, the condenser into which 
SS w .U Uto u s fa g a m inT e"boiler.‘ The size of the equipment is apparent from the operator stand- 
ing alongside the pipe to the right of the condenser. 
_____ 


Power Plant Has 
Box Foundation 


One of the first jobs in the con­ 
struction of the new power plant 
was the driving of sheet piling to 


form a steel box down to solid rock 
inside of which the plant itself 
could be built. 
Each sheet of piling was inter­ 
locked with the one adjoining it 
so that the entire foundation is en­ 
closed in its practically w'ater-tight 
steel box 
The piling was driven at various 
depths of from 36 to 60 feet below 


the bottom of the excavation, the 
amount of driving necessary being 
determined by the depth of the dirt 
over th" solid rock base 
—BUY IN NEW CASTLE— 
The porcupine does not shoot Its 
quills at an enemy. The quills are 
quite loosely attached to its body 
and when the animal slaps with 
its tail, some of the quills may be 
flipped quite a distance. 


% 


It is companies like the Pennsylvania 
Power, with its progressive policy, 
that make for the best and most 
complete life in this America of ours. 


W e are proud of the fact 


t h a t S H I R L E Y 
C O A L is 


a m o n q the fuels bein^ used 


to fire the h u g e steam boil­ 


ers in this m odern electric 


plant. 
Shirley Gas Coal Corp. 
ZEL1ENOPLE, PA. 
Tasa Coal Co., Exclusive Sales Agt. 


^haft. 
BI T IN NEW CATTLE- 
Stack Foundation 
Difficult Task 


WE KNOW LITTLE 
ABOUT ELECTRICITY 
READY-MIXED 


luge Boulders Had To Be 
Removed To Make Way 
For Stack 


According to J. E. Perry’, eon- 
truction superintendent at the new 
power plant, the most difficult task 
in the whole job was the construc­ 
tion of the stack foundation. 


Rut we do know what that m a g n i f i ­ 
cent new power plant means to this 
community. 
It comes as a heartrn- 
ing draught of the wine of courage 
and 
inspiration. 
It implies faith 
in this com munity and in the peo- 
pie. 
It is a tangible expression of 
good will upon the part of a public 
utility 
corporation 
with 
a 
con­ 
science. 
For It we can only say, 


Thank You. 


Test holes had been driven at 
the location of the stack, but no 
particular difficulty was indicated, j 
Surprisingly 
however, 
when 
the 
foundation was excavated, a num­ 
ber of boulders were found. 
According to Perry, many were 
as large as an office desk, of pecu- 
liar formation and were cemented 
to the gravel. 
When the boulders < 
were dug rut the formation was 
found to be more porous than was j 
anticipated and could not be trust­ 
ed to carry the load of the 2<5 .oot 
stack 
. ... 
1 
In order to take care of this sit- 
nation a thick base slab had to be , 
ooured and a procedure known as j 
grouting resorted to. Thus grouting 
consisted of forcing concrete under 
very high pressure into the sub- ; 
«era*a of gravel under the founda­ 
tion 
T h i s created what was prac- 
TicaUv a *olid rock foundation for 


CONCRETE 


for the Mammoth New 
Generating Plant of the 
Pennsylvania Power Co. 


furnished by 


Cunningham & Weingartner 


-Kl Y IN NEW t \STLE- 


Flowers of Distinction 


Opposite City Hall 
Phone 140 
Greenhouse, Butler Road, Ph. 3116 


New Building 
Is Flood-Proof 


Turbine Floor It At Elevation 
Five Feet Above 1913 
Flood Mark 
Congratulations 
MOONEY BROS. 


NEW CASTLE, PA. 


Since the floods of recent years 
no one can be positive that any­ 
thing is strictly flood-proof. 
It 'S 
known, 
however, 
that 
the 
New 
Castle Power Plant is as flood- 
proof as anv building can et onomi- 
eallv be made today. 
A c c o r d in g to J. E. Perry, construc­ 
tion 
superintendent, 
the 
turbine 
room floor is at an elevation oi five 
feet above th* highest known flood 
mark on the Beaver river which 
was recorded in 1913 
There are no openings in :he ex­ 
terior of the bai 
Perry added that, 
drowning the 
Pennsylvai 
electric ruM< 


to the Pennsylvania Power Company upon the 


completion of their new modern Generating Plant 


in 


walls and 
of a flood 
tically nil 
Company 
st assured 
Penn Coal & Supply Co. 


¡at t. 
11 ge 
ite power 


hit New 
ÍI10 .Moravia St 


Johns-Manville Roofing and AN atorproofinii 
(¡encrai Building Materials 
New Castle, I’a. 


We wish to extend our best wishes to the Pennsylvania 
Power Co. on the occasion of the opening of their new 
power plant, and to say that we are proud to have had 


a part in the construction of one of Americas most 


modern generating plants. 


Castle 
—Bi 1 IN M W CATTLE— 
Ihr New«» B y M ail, One Year, $¿.00 


THIRTY-THREE 


Chief Engineer 
At Power Plant 


Operation Of New Penna. 
Power Co. Plant Directed 
By John Mikels 


LONG EXPERIENCE 
HIS POSSESSION 


part ments foi the various sizes and 
grades of sand and gravel and has 
a 
capacity 
of 
200 
tons. 
It 
is 
eouipp?d with a vertical elevator 
with conveyor buckets which con­ 
vey th* material into the various 
compartments, 
approximately 
60 


The com pan\ also done excavat-1 
inc and grading work at the plant j 
and also hauled several huge trans- j 
formers with heavy duty equipment 
which the company has for this 
type of work. 
The heads of the firm are S. A. 
Mooney and W. O. Mooney. 
—w * IN NEW CASTLE— 
Powerful Motors 
Are Used In Plant 


New West Pittsburg Plant 
Shows It Takes Power 
To Make Power 


Oil Termed 
little Giant’ 


Turbo - Generator 
Requires 
Thousands Of Gallons 


Of Oil 


ONLY SELECTED 
OIL MAY BE USED 


MANY JOBS FOR 
MOTORS REVEALED 


It takes power to make power. If 
you doubt that you should see some J 
of the powerful electric motors in j 
use at the new power plant at West ; 
Pittsburg. For instance, who would ; 
ever imagine that it would take i 
two 700 horsepower motors to force 
air into the boiler and out again, j 
It seems that the receipt for bum- j 
ing one pound of coal calls for 14 j 
pounds of air. mix well and give j 
it lots of room. So that means that 
every 24 hours those fans must pick 
up 4.480 tons (count 'em* of air, j 
shove it bodily into the combustion > 
! chamber, then whoop it up the ~35 
* foot smokestack back to freedom 
and a cooler climate. 
And while i 
this 1.400 horsepower is working at 
that job. there is a 75 horsepower . 
electric motor driving another fan. 
sucking away at the coal being pul- 
verized, picking up any paitic.cs , 
fine enough to be carried in that 
artificial windstorm, and thieadir.g 
that endless string of coal particles 
through a nozzle where they ignite 
and release the heat stored there 
ages ago in the carboniferous age. 
So there we have 1.475 horsepower 


JOHN MIKELS 


In every organization there mast 
hr a man who knows exactly what 
to do at the psychological moment 
He dare not be a s n a p -judgment 
artist 
Lik*' a pitcher facing a dan­ 
gerous *hitter. he dare not send one 
down the groove to be batted о er 
the fence. He must mix ’em up and 
thoroughly know how to do the mix­ 
ing to attain success 
There is one man in the employ­ 
ment of the Pennsylvania Power 
company who occupies this roie 
In 
^ nnV ':"fon~st¿ ntly jurt to move air. 
lari hr I* the man at the W itch. 
down 
there 


to h.mNe A that am eastom onev 
m om ents failure might seriously al- ¡ 
How about po«et 
p*enty 


hontes.naU5try 
,n d 
lh0USandS * I П 
р 
Т 
М 
UOO.OOO gallons 
He is John Mikels. chief engineer 


ГпрГ 
. . Г 
с 
^ 
с 
« 
Ж 
и 
S r 
the task now before hint is the most 
tention of two -00 
mu 
Important he has yet held 
Because 
tors and a couple of n an t 
he is fascinated; one m ig h t say. In fttgal pum ps. That 1 30(V0O01 
п..ons 
love.With development of the power of water 
Is ac.ua , 
- 
industry, he has made good 
about 20 degrees to the few seconds 
Mikels 
graduated 
from 
Terre » ^ n te s fn c ^ ta c with tb ^ stea . 
Haute. Inri. high .school then took rxhaiLs'mg from ü e 'urb.tie. 
a course in mechanical engineering heve It or no-.. Mr so . 
at Rose Polytechnic Institute in that 
Power for p 
i . 
- . 
rttv. In 1919 
Desiring to broaden How about that 
nressttre 
ht- knowledge he took a test course power iob on tito btch 
p 
■ 
with the General Electric comoany 
multi-stage, centrifugal, bou - 
He wen, e v o c a s with the A E F. water pump? That motor в о т » m 
He was in the aviation section, de- a small package because 
part ment of Signal corps 
His sen - such a high _ 
u a 
ice was principally in the balloon dynamite, and 800 horsppo ^ 
corps 
His duty was to furnish wind i0t of energy 
in 
any language- 
direction and velocity information There are two of these powerun 
of the upper air currents to aviation brutes, just in case one shou.d i.eeo 
and artillery branches for gun range to be shut down for repairs, out ¡ 
elevation. 
ej> j : either twin could do the job alone. 
After 
returning to the United j 
Down in the 
basement 
Kates, he resumed his test course thev wont disturb anybody s lunch 
“ hour, are a couple of 250 horsepower 
motors coupled to coal pulverizers, i 
A pulverizer is a barrel fuU of steel j 
balls, and as the barrel rolls over ¡ 
the balls tumble around amone the 


“A chain Is no stronger than its 
weakest link” is a proven adage and 
this applies to the new plant of the 
Pennsylvania Power Company in 
West Pittsburg, where many small 
factors make up the background of 
operation of the main gcrerating 
unit. 
Proper fuel good water, correct 
lubrication and many other things 
all tal i their places in the chain 
of operation to provide the New 
Castle distrii t with dependable elec- | 
trie current and uncanny as it may | 
seem, it is tru * that the plant d e -; 
pends upon a thin microscopic film j 
of oil. 
Without this “tiny giant” the 
whole investment would be worth- , 
less. 
The new turbo-genera tor requires j 
several 
thousand 
gallons of 
th e 1 
world’s finest turbine oil to keep; 
this tiny film on which tons of iron 
and copper rotate at high speed and j 
care was exercised in the selection 
of the oil to be used in this unit. j 
Careful selection may readily be i 
understood w hen one learns that the | 
oil is only about cme-third as heavy j 
in body as tht conventional S. A. E. j 
I No. 10 W automobile oil. yet carries j 
a load several thousand times as 
heavy as required of an automobile 
oil. 
I 
Fifteen Different Lubricants 
In addition to the main generat­ 
ing unit, there are several hundred 
smaller auxiliaries such as pumps, j 
fans, gear drives, conveyers, etc.. | 
each of which bears a vital part in 
the making of electricity and re­ 
quires its partisular kind of lubri­ 
cant. 
The 
S o c o n y -Vacuum Oil 
Com­ 
pany, Inc., who furnished the vari- 


ous lubricants for the new plant 
are pioneers in power plant lubrica­ 
tion and according to reports, lub­ 
ricate more than 50 per cent of all 
large turbo-generators throughout 
the world. 
According to lubrication engineers 
who have been following this work 
in West Pittsburg, about 15 different 
lubricants were necessary, among 
which, in addition to the turbine oil. 
are gear oils and greases, compres­ 
sor oil. engin® 
oils, 
ball-bearing 
greases, cup greases, high tempera­ 
ture greases and other special lub­ 
ricants. 
It is interesting to learn that 
many of the products were made 
at 
their 
modern 
Franklin. 
Pa., 
plant not iar fo m New Castle. 
It readily can be understood from 
the foregoing why oil is termed the 
-Little G iant” because, whenever 
one switches on a light or electric 
fan, or toasts a piece of bread In 
an electric toaster, or places a meal 
in an eiectric stove or roaster, the 
; ever faitnful film of oil is decidedly 
i vital in making it all possible. 
BUT IN NEW CASTLE— 


Boiler Room 
Of 


Meter Measures 
Boiler Air Flow 


Shows How Much Is Being 
Proportioned To 
Fuel 


SHOWS ALSO AMOUNT 
OF STEAM GENERATED 


Air is probably the cheapest and 
most a b u n d a n t thing which we ha\e 
in this world, yet air used in the ; 
boiler in tiie 
P e n n sy lv a n ia Power 
Company’s new' three million dollar 
power plant at West Pittsburg is as 
carefully m ea su r e d and regulated as 
if it were a high priced commodity. 
The air is actually measured and 
recorded on a Bailey boiler meter 
thus indicating the quantity used 
so that operators may properly pro­ 
portion the air to the fuel. 
When • 
a man fires a furnace in his home 
he knows that the draft mu^t b e , 
regulated by the amount of heat re-1 


quired for the house. So in a powei 
plant the air must be regulated by 
the amount of heat or steam flow 
required to produce the desired kilo­ 
watt hours in the turbine. Too much 
air will blow too much of the use­ 
ful heat out the stack. 
Too little 
air will result in incomplete com­ 
bustion of the coal, and the result­ 
ing black smoke from the stack not 
only causes a dirty neighborhood, 
but also represents dollars and cents 
in unconsumed coal. 
The Bailey boiler meter which 
guides the fireman at the plant re­ 
cords the amount of air passing 
through 
the 
furnace 
and 
the 


amount of steam being generated 
Since the amount of steam gener- 
| ated is a measure of the amount 
of heat in the burning coal, there 
! is a definite relationship between 
the steam flow and air flow' since 
I the amount of air required to burn 
the coal economically is specifically 
; determined. 
The recording meter d ra w s little 
red and blue lines on a chart and 
the operator has merely to compare 
the locations of these lines to de­ 
termine whether he has too much 
| or too little air. 
In addition to 
maintaining maximum capacity of 
the boiler and maximum economy of 


combustion, the boiler meter also 
reduces furnace maintenance and 
provides accurate records for ac­ 
counting reports. 
Meters of this 
tvpe are used in over 90 per cent 
of American power stations. 
They 
indicate just one phase of boiler 
operation 
which 
has 
so 
widely 
changed the boiler fireman’s job 
from one of shoveling coal to one 
of merely watching and knowing 
what to do in emergency. 
Bl'T IN NEW CASTLE— 
Tunisia, which Italy wants and 
France refuses to give up. ha? a 
history dating back more that 2,700 
years. 


In Cedar Street 


Contains 100 Tons Of Steel 
10 Miles Of Electrical 
Conduit 


TWELVE MILES OF 
WIRE IN STATION 


The new control building at the 
Cedar Street Sub-station may loo* 
m all but it hold« the strings tnat 
guide a vast amount of power to 
its ultimate u s e . 
The building was erected by L. , ft. 
Ha tig. general contractor, who haA 
during his many years of business 
in New Castle, constructed many 
im portnt buildings and homes. 
Compact and sturdy, the substa­ 
tion building houses the delicate re- 
lavs and switches necessary to keep 
electricity flowing in the Company & 
transmission system at all hours of 
the day and night. 
Small 
as the 
building appears from Cedar street 
(it is built at the far end of the 
large substation structure) yet 
it 
contains 100 tons of steel, ten miles 
of e’ectrical conduit and over twelve 
miles of wire Eight hundred cubic 
feet of ready mixed concrete went 
into the construction of the build­ 
ing. which is fireproof throughout. 
It stands as another monument 
to the construction ability of L. R. 
Haug and the force of New Castle 
workmen who were employed on the 
building. 
- B r r IN NEW CASTLE— 
The opossum and the coyote are 
rivals for the record for the most 
babies born in each litter. 
opossum has between six and 13, 
the coyote's litter runs from four to 
as many as 17 or 18. 
*------------- 
Firearms are not allowed in Ber­ 
muda. 
Even the police force carry 
only short night sticks or trunch­ 
eons. 


ELECTRIC LIVING 
Is Your Ticket 


Rith the General Electric company 
in 1919. 
He wanted to widen his 
held of knowledge in electrical en­ 
gineering. He stayed with the course 
until May of 1922. 
Mikels then went to the Ohic- 
Mikels then went to the Ohio- 
rruShing it to talcum powder 
Idison company at the Springfield. f l„ encs5 
T h e s e are twins also and 
>., plant, as power engineer 
He 
whUe the other works, 
rayed on this job for one year then 
ha 
d Share alike. 
•rut into the power plant as result« . * 
the coiumn to date, 
ngineer. 
In 1924 he was trans- 
horaepower «0 far and 
?rred to a post as boiler TCOmJ ? Te~ {h 
to be a couple of dozen 
lan and In 192 < was promoted t 
, 
motors scattered around the 


. a 
r 
w 
f £ 
a* 20 000* K W ; plant 
« « j 
tn„on with 400 pounds r p i rating 
fliUre ^ 


" h T m i this role to 1930 to go to stole. 
Such jobs as‘ 
he 
Ohio-Ediion 
company 
i t sump pumps, 
antler eUm m ator. 
'oungstovm as genera: engineer then ; coal handling and conveying equlp- 
•turned 
10 
Springfield 
in 
19321 ment. screen house motors, cranes 
and even motor driven valves. Yes 
siree. it takes a lot of power Just 
»a 26t readv to make powei. 
-B U Y IN NEW CASTLE— 


'here where he became chief en- 
ineer of the Rockaway steam pla.*t 
nd heating department. 
Mikels stayed on that job until 
938 when he came to New Castle 
•here he now i* the chief engineer 
f the New Castle pcwer plant which 
i a 35.000 KW plant, 800 pounds 
prrating pressure and in which it 
night be said, he now' is fulfilling 
he most important task of his ca 


—ni I *• • • *- •’ 
---- 
East Brook Garden 
Chib Has Meeting 


responsible for the en- Interesting Program I. Present­ 
ed; Members Plan Pilgrim­ 
age To Columbiana 


Mikels ii 
re operation of the new 
power 
iant. 
As chief engineer he must 
nd does possess all the knowledge 
pccssary to know the plant as a 
hole. 
The other members of the 
[ant personnel are fully conversant 
Ith the machinery to which they 
ave been assigned. 
As chief he is 
»sponsible for the service of about 
co score employes. 
*1 like this type of work.* Mikels 
ud when interviewed recently. Yes, 
is as you say hard work and long 
ours but the fascination of the lob 
leans a lot. 
The development of 
le power industry is what has kept 
if fascinated and satisfied 
Mr and Mrs Mikels reside at 318 
umner avenue, this city 
They aie 
ic parents of three children. Bever- 
a student at George Washington 
mior high: Marilyn, a pupil at Ar- 
rur McGill, and Sally at home. 
—Bl'Y IN NEW CATTLE— 
looney Bros. Kept 
Busy With Materials 


urnished 
Cement, 
S a n d , 
Gravel, Excavated, Graded, 
Hauled, Transformers 


Moo>nt*y Broe>., dealers in building 
mater:iais, had 
a big part in the 
constr 
olГ 
the 
New 
Castle 
Power 
iiit 
The coinpany fur- 
m*hecS 122 toins of ready--mixed con- 
crete, delivered 
to the 
new power 
plant 
substat ion. all of 
which 
¿ed in their transit 
mix-i:n rk i 
Thus rep 
ieriIs §00 be.rrels of ee- 
ment 
and Olm 
1 000 
►ns of sand 
and grave 
a 
UÍ W*ДСП was loaded 
from their n* 
hopper itype bins in 
their yard 
a* l111 Mecli.gnic street. 
The bm is di vided mlo live com- 


Members of the East Brook G ar­ 
den Club had their monthly meeting : 
at the home of Mrs. F. J. Waddmg- 
I ton. Tuesday evening, with Miss Ed­ 
na Waddington. as co-hostess. 
The meeting was presided over by 
President Mae MeConaghy and fol­ 
lowing the opening exercises, a dis- j 
cussion was had on a proposed trip, 
to Columbiana, O . arrangements be­ 
ing 
delegated 
to the 
pilgrimage 
j committee. This will be in the na- j 
ture of a tureen picnic dinner. 
5 
The program was in charge of 
Mrs. John Robinson and roll call 
was answered bv each member nam- j 
ing her birth month and flower, j 
Mrs. Charles Black gave an inter- 
; esting paper on “The Plant an Ar- s 
; * 1st." Points of interest were b r o u g h t 
! out 
on the work 
of microphoto- 
| graphy and also of planting flowers J 
to complete the picture around our 
homes and gardens. Mrs. B’.ack ex- 
| hibited a number of colored photo- j 
graphs. 
Mrs. 
J. 
A. 
Young 
discussed. 
“G randm a’s G arden” and the 18th 
century garden. She exhibited a pic­ 
ture of her grandmother s home and 
gave an interesting description of 
her garden. The 18th centun' garden 
was 
planted by George Washing­ 
ton, and was replanted in 1936. fol­ 
lowing the original design as Wash­ 
ington had it Now known as the 
Mt, Vernon kitchen garden, it is a 
spot of beauty and interest. She 
closed by reading an appropriate j 
poem “A Garden ’ 
Mrs. Robinson had on display, an i 
I underwater garden, which proved | 
of mucn interest to everyone. 
A feature of the day was a dis- ] 
• niav of corsage bouquets, first prize , 
going to Mrs H H Marlin, second : 
to Mrs Floyd A1 born and third to 
Mae MeConaghy. 
I 


COME — SEE 


w h a t m akes possible 
your sim ple operation 
of these time and money 
saving home appliances! 


POWER PLANT OPENING 


Today—2 :30 to 5 p. m. 


Friday—2:30 to 5 and 7 to 10 p. m. 


Saturday—2:30 to 5 and 7 to 10 p. m. 


Sunday—2:30 to 5 and 7 to 10 p. m. 


Get A Glimpse Behind the 
g i 
Switch ! 


Too often the fam ily’s summer va­ 


cation is no vacation at all for the 


one who does the cooking and house­ 


keeping. 
If you’re that person, you 


know how true this is. 
So why don’t 


you switch now to electric living, and 


have a little vacation every day? 


Work is so much easier and faster 


in an electric home, cooking is no 


trouble at all with an automatic elec­ 


tric range or roaster. 
Find out to­ 


day how inexpensively you can start 


living electrically. 


Make up your mind that your 


real vacation starts this summer. 


Add the 
electrical equipment 


that you need. 
And look into 


electrical methods of cooling 


the hom e. 
W e will be glad to 


give you full information, and 


to arrange an easy-to-carry bud­ 


get plan for your purchases. 


i 
PENNSYLVANIA POWER COMPANY 


THIRTY-FOUR 
NEW CASTLE, PA., NEWS, THURSDAY, JUNE 20, 1939. 


G O I N G 
P L A C E S ? 


. . . well, don’t let that 
home of yours stand idle 
while you’re fone , . 
lease It to a reliable ten­ 
ant quickly with 


Want-Ads in the NEWS 
" WHERE THERE’S A WANT — THERE’S A WANT AD WAY" 


Smile, Smile, Smile 


cause the W ani-Ads can 
bring in extra money by 
selling 
the things you 
don't 
want 
or 
need! 
Use them for PROFIT 
. . . use 


Want-Ads in the NEWS 


0LAS8XFXED A D V E R T IS IN G 
R A T E S 
T en c e n ts p* r line per each in se r­ 
tion 
C o u n t five w o rd s to the line. 
No V 1 v e rtie em en t accepted for 
less 
th a n 20c. 
All a d v e r tis e m e n ts un less 
by co n tra c t «re for c a sh only. 
C on­ 
t r a c t ra te s upon r e q u e s t 
T h e New« d o cs not k n o w ingly ac­ 
ce p t fra u d u le n t or m islea d in g sdv••r- 
tts e m e n ts 
T h e 
New* r i s e r v et t he 
rig h t to ed it or reje ct an y copy p re ­ 
sented. 
N O T IC E 
W h en d a s ? f 1* d 
ad* ©rtl©©ro* i t 
Is 
ru n m ore th a n « n© tun© w© will not 
he resp o n s b e for mor© th an on* In­ 
c o rre c t insertion. 


AUTOMOBILES 


Automobiles for Sale 
AUTOMOBILES 


WHERE TO LEAVE 
YOUR WANT ADS 


Any of the following NEWS 
•gents are authorised to accept 
Want Ads for publication in the 
NEW’S If you live on the South 
Side go to 
S. tv Lewis, 218 East Long ave. 
Mahan tug town residents take 
ads to 
Thos. IV. Solomon. Liberty SL 
If you live in Ell wood City, 
give them to 
Ellw ood C ity News C«, 
I-awrence Avenue 
Wampum residents may leave 
ads with 
C. L. REPMAN 
The above agents * ill be glad 
to accept your ads and if you 
live close to the NEWS oifice, 
bring your ads direct to the 
WANT AD STORE 
25 North Mercer Street 


Only .3 Days Left 
—to buy for the 4th of July spe­ 
cials. 
See us at once. 


Our prices the lowest in town. I 
We guarantee you our quality 
just as good. 


All our cars sold with a written 
guarantee. 


As low as $4.5# down.) 
G. M. A. < . low rates. 


'36 Dodge 4-door D eluxe 
S edan, radio and h«at*r 


’36 P o n tiac 4-dr. Deluxe 
Sedan, g ra y ........................ 


’36 T a rra p la n a 
Sedan ...................................... 


’35 P o n tiac 6 T u d o r 
D eluxe Sedan, g r a y .......... 


'35 D odge D eluxe 
Coupe, black ...................... 


’34 
Pord 4-door Deluxo, g u a r a n ­ 
teed, reb u ilt m otor. 
C l O C 
black 
...................................... 
9 1 O D 


"Keep This in Mind” 
Srara/io Will Not Be Undersold 


50 


Accessories, Tires, Parta 


О Р Г on Goodrich tlrea. 
D riv e 


EMPLOYMENT 


Female 


In. 
or 
phone 
G oodrich 
S ilv erto w n | ii lining; 
no 
c h ild ren 
M ust 
©tax 
Store«, 19 N. M ercer St. 
P hone 4510. ; n ig h t* 
Tall W am p u m , 5212 or aimlx 
O ffer expiree m id n ig h t, J u ly 4th. 
j„ 
p n s o n 
Dr 
Zieve’a 
i*«id«>ncV 
192t5— в 


G IR L for h o u sew o rk ; no w ash in g or 
ii oiling; 
no 
c h lld tf 
nights, 
("all W ain pm 
in 
pet sou. 
1 >r. 
/.i* 
C h u rch St., WHinpuin 


FINANCIAL 


Money To Loan 


17 


R E T R E A D IN G — F in e st q u ality work. 
Reason« M» 
We buy and sell used j 
lire«. 
G< neral 
T ire Service. 
19 S. 
Je ffe rs o n . Phone 5580, 
19lt6— 6 


Male 


$397 
$345 
$295 
$297 
$249 


State Auto Sales Co. 


30-32 S. Mercer St. 
Phone 2600 


_______________________ 
■ " E C V X U SE a good m an w ith car, 
F O R A GOOD piston ring jo b ,—tell 
I!1.1"!! 
l,;*rd r° *'**" t 2 h 
\- ur m echanic 
To 
install 
H astin g a 
Sieel-V ent rings. Bailey A uto S upply 
171126— 6 


a 
xx««k; 
g o o d 
refi r e n c o s 
ner»»««at , 
Vddr« s s B o x 402, N e w s . 
D * 
\ .4 


BUSINESS SERVICE 


Miscellaneous Service* 


T R E E trim m in g an d repair. 
E stim - 
**es g i v e n D i c e s reanotiahle. 
Call 
J62..W. H. E. FI) nn, la n d s ape ©etx i> ** 
I t* — 10 


E X P E R T paper hanging. 
W ill paper 
12'l4xX room fo r 42.00. Plume 2452J. 
721 A rlin g to n A \e. 
192t6*— 10 


Builders* Supplies 


‘ 'UN I ! .EM A N xx i t h ca r for semi-pro- 
fes-aional sale« position to rep resen t 
n atio n ally -k n o w n 
firm in 
L a w re m e 
* ounty, 
Rosin» s? alread y e.etabifeh- 
ed C'nfy n a n of high c h a ra c te r < <>n- 
sidered 
L iberal 
com m j union© 
and 
bonus. Splendid o p p o rtu n ity for rig h t 
man. 
Interview ’ will be given all a p ­ 
plica nti*. W rite, g iv in g full d etails and 
referen ces Box 390, New*. 
192(6- 
18 


F O R T H E R IG H T m an, I h a r e a 
v alu ab le 
fra n ch is e,- Just 
one 
A«k 
me about it. 
Phone 921, 
192»*. -1? 


Male and Female 


NOW! A NEW 
LOAN PLAN 


Pick your own 
m onthly repayment 


(sample: $10.OS pet month for It 
month» ropoyt everything on a $100 loan 
A m ount »/ monthi) paym ent! /at iuittng 


MERCHANDISE 


Miscellaneous For Sale 


( ash 
Xo 11 8**' 
0 
nu»*. 
12 
ni«»*. 
10 
«n«e» 
II 
1110» 
t 7« 
$.:d »<T A ' O! 
M 
q :m 
5 02 
70 
1292 
7 03 
% b 57 $ b 09 


IM 
18 U» 
10 05 
7 % 
7 27 
129 
27102 
12 51 
9 91 
904 
IM 
27 55 
14 94 
1181 
10 77 
2M 
36 56 
!9 ,’4 
15 56 
14 18 
2 so 
4552 ; 24 »1 
19 79 
17.55 
MO 
54 48 
29 27 
7 a Ou 
20 01 


S P E C IA L ! 


C reen s tra n d hay rope. 
Special 
to el«».««* out 
15.50 f*,I 
125 f***-t 
rope 
1' inv.iK for bay «t <« к cov­ 
ers 
Belting can .< - from 
1 
in. 
’ 1 f< in. at Mp er i;t Ì b»xx pi ¡1 e 
A 
f«\x 
specials on r., »mit« 
«-a-O r, 
$1 9(1 and up. 


W. J. It K EN N Л ,M A N 


2 21 CROTON AVE P H O N E 144'* 
1« 
30 


MERCHANDISE 


Household Gomia 


Business and Office Furniture 


G I ARANTEED 
INNER-SPRINC 
MATTRESSES 
$0.45 


J. MARLIN FURNITURE CO. 
127 Last Long Ave. 
Phone 585-J 


REAL ESTATE FOR 
RENT 


A p a rtm en ts For R en t 


3 4 


¡ ! 
’ bV\ r t n E R S a n d a d d i n g m a c h i n e , 
, 
( f 
, 
. , (f 
f 
n e w 
n m j 
r e b u i l t 
R é n t a l a , 
r e p a i r * , 
b ed 
* " 
k- n df iti 
« a l l 1 3 1 4 - J . 
W e b s t e r , 1 1 % E ast St. 
1 
»- - 


j 3* 4. 5 
ail par 
M. K. 


AND 
t© «f « 
G il)lia 


6-голгя a p * r t m e n t S f 
in 
i t X". Rent * 2 0 00 ttp 
Se© 
(■d, 2073-J. 
1 r — 43 


j П- u t к 
\ ь : d¡* «1 
\ÎS 
t th an d g arag e, u ri f u r ­ 
li sgh!an«i Av« 
]94(3 
43 


! A I T fb 
XX il h 
r 
furnish 
fi'’Il . 
j 
«ri 
( 


E ’r,!««* room a p a r t m e n t 
ft r c- 
entran* e . 
i ä e я * 
i i 829. 
Î й 116 —43 


LU 0 fflGHL» 
1 <*«•;«: я p a r t i i 
(»a'h, rnotlrrri 


C’ D AVE 
fu rn is h e d 1 
•nt v. th k ích ^n efte an d 


FO R P. E X T — ?. rooiüK and hath, 2nd 


171126— 32 


Fuel, Fertilizer 


R A N E L LA 
L U M B E R CO.— Divinan- 
t cling in te rio r of Union D ra w n Steel, 
No. 
plan t, of nil m a ch in e ry , s h a f t­ 
ing. pulley s hanger© cra n es. 
75 1 • >n 
pipe alt sixes, 
valves, 
steel beam s, 
angles. 
ch a n n els, 
and 
h u n d re d s 
of 
niiscellam-ou© Item s. 
Call 
1158. 
I t — 10A 


M E V S SUITB, cleancd and pt«<-©ed. 1 
*>.»< , Indica drcssea, 59«*; o v ^ n u n i? or 
Indie«’ rn ats, 59e. W ork g unranteed. ! 
X im aen 's Dry C learing. 412 E W ash- : 
ington, Aerosa from C o u rt House. 
19«t6 _ j 9 


S itu ation* W anted 


lt- 


ANNOUNCEMENTS 


Personals 


D IN E AND D A X C E 
я» 
L akew ood 
Beach. Sa tu t day night. Colonial C iub 
o rc h e s tra ; 
floor s h o w —H ap p y 
J a c k 
an d his Ja m b o re e. 
D ancing 1* t«* 12. 
25c person. 
19513*—4 


.MEN O LD AT 40! 
G et pep. 
New 
O strex tonic ta b le ts co n tain raw o y ­ 
ste r in v tg o ra to ra 
an d 
o th e r stim u - 
la n ts One dose s ta r t s new pep. Value 
11.04. Special j r:ce 79c. 
(.Tall, w rit# 
E* kerd s C u t Rat© 
or 
New 
C nstl# 
D rug Stores. 
19512— 4 


DA NN E L ’S A W O M E R ’S Serx ice S ta ­ 
tion. have g a ra g e ren ta l room f<*r 3 
tru c k s 
In q u ire one block so u th Mill 
St 
bridge on G rove. 
19513*— 4 


U SED CARS! 


56 Bui« к Se*lan 
’ *6 Dodge Sedan 
’36 C hevrolet Sedan 
’35 Dodge Sedan 
’30 P o n tia c * ’"up© 


C ash or T erm s 


L A W R E N C E AUTO S AL E S CO. 


101 SO U TH M E R C E R ST. 


P H O N E 4t>00. O P E N E V E N IN G S 
I t — 5 


'H I G H SCHOOL <;ip.,, 
w a n ts 
N E W C A S T L E L U M B E R A S U P P L Y 
" ,,f *• 
(’all 5745-J. 
\ -k f, • M, 
P ain t. 4 4* qt. up; screen doors, $2 29! 
If 
up; 
ironing boards, $119 up;' step- j *7— —— ----------- — 
_ ......... 
ladders, 9*'«' up; lime, 10c u p . cem ent, 
^ ( 11 NG 54 AN desire© 
fa rm 
I 70c sk. 
> .trd 
r <*of 
coating, 
5-gal! I ‘-xpermnc* d. 
W rite it. \ 400 
r.> 
> $1.49. 
425 
W. G ra n t. P h o n e 
217. I N ew s. 
p 
193t5*— 10A 
r. 
-------------------------------------- ------ 
I HIGH SCHOOL 
graduate. 
d« 
------- 
j hoUseiVork* 
H elen J<>k 1, E ast 
; TO I CAN O W N a home. Sc© 
us for I * *«©tl« 
1 1 
plans for sm all homes. 
M utual Lum - 1 * -------- 
— 


day 


r»’<* <*f 3% per ntontk on thr hr«t $!(M) 
of *Mlancry and 
prr month *>n ¡he 
hal.uwr« above $D>0. « h-< h »« lee* than 
the Liwful maimaum on .« t Ioann above 
linn 
Owr G w e r o n f e * 
We guaian're the to*al an.«*un» figured 
by Uimt; thi* * able to be the full 
ymi «¡¡j | « y , where iMrymrn!* «•* made 
on acheduk A «•«« w til ;*iy lee» .1 v ou pay 
a I «end of ectiedu # 
Only B o r r o w e r « Sign 
No endotws« on any loan No credit 
inquiries uf it tend* or reltfnea irnme- 
dui'e Attention to ail «npliCAtiufi* fo 
apply. (>hone, write <* vivii office 


HOUSEHOLD FINANCE 


S M ET ANA A Zb’D H ’K Coa I. 
Phone 
5?59. 
Ilutiet co u n ty and Zeltermple 
i t - - 3 5 i 


► REV 
BROS — Cash and - a r r y Je» 
•V'iaítty i han pion an d W*!dix<,0'i coal 
Pi»>neer paint*, 
refrig erato r* 
w,i-*h-{ 
»•rs; r**of « « if.n g 
Im —ч‘«,>.« -, nd top ! 
Soil. 
Phone L614. 
415 »S 
.fill St 
19316» 
l ì Ì 


tab 


К 
% ! 
i * ?i 
M I j 1)1 
.«id «I 
a, bed 
A 1 i 


Door, 
d'itvnlow n, 
phone Зоб, 
Ed. E. 
.5 a r -r.a п. 
1 
43 


V A C A T ID N P L A C E S — C am p C heerio 
f«>r c* ntiie cirD , of nil ;*g«-4. 
near 
C oopérât ow n. 
P hone Nixon, 2205. 
195t 6 *— 4 


E at Г я т о п е Steakburgers 
At Joyce's 
107 N orth M trcsr S treet. 
I t ’ 


DEMOTH 
YOUR HFïME— elim inate 
household pests. 
! on«, kill, ('onsult 
o u r expert*. СяН 5966-R. Л1 A II Svs 
It* — 4 


5 
1937 F ord 8.1 
Town Sedans 


O N E la rg e c i'tta g e for ren t. 
L. C. 
John, 
near 
Harlrtnsbtirg, 
Slippery 
R<« k, R D. 3. 
19513* — 4 


AH in exrellrnl condition, ortc 
owner cars. 
Take 
C O 7 0 
jour pick. 
O nly 
I W 


Cfievrolet-Keystone Co. 


2 Convenient Locations. 


426 N. Croton Ave. and Circus 


Grounds, S. Mill St. 


Phone 721. 
Open fcvenmgs. 


ber Co 
The hom e of good lum ber 
’ d builders* supplies. 
216 W tte sr 
Phone 2136. 
19314__1 <1 \ 


READY MIXED 


CONCRETE 


When your fo rr a a re read) — 
wr'ii be th«re, ready to fill them 
w ith our 


QUALITY CONCRETE 


QUICK S E R V I C E 


MOONEY BROS. 


PH O NE 5260. 


I, \ D V 
Not ob 
\ perietu . 
tie« 
toms. 
Will «b 
i<»rk 
R..\ 40 4 


«1 г 


c oiee o r a t i ом 
Mh 1 U.r- ! !>» 
14 Nor 
П 
4 !■>* 
\ t 
Ш 
II, 
Hum H». *a ? 


NC Mr CASTLI 
«m I 'to* I 
dint 
Mener SKrrt 
P W » U1S7 


». «* t H #4 «« * 
. 
« 


к I nd 
N *• w a 
174(23 — 22 


FINANCIAL 


Busine** Opportunities 


LIVE STOCK 


Pet Stock. Poultry and llees 


PEA U T O 
ab ou t 
7S 
Sell #200. 


A LE 


W 
A pj»r 
i © N e w ,* 


Y O t ’ CAN 
s t Ш 1е\ *». 
gef I f |i 
K. Wai 
«r I 
ìgt 


10A 


B A R G E A 
M c B R ID E — T h e 
c e n te r fo r y o u r p a in t needs. 
Mill St, Phone 903-J, 


AZ< * e x te rm in a tin g is up tn d ato in 
eq u ip m en t an d c h e m ira ls. W h y to le r ­ 
a t e —e x te rm in a te . 
P h o n e 4904, 
4 


S U IT C L U B — N ow fo rm in g 
T ailo r- 
m ade clothes. 
Van F leet and Bon«.», 
Union T ru s t Bldg. P hone 93U-J. 
I t — 4 


USED TRUCK S! 


Y opr « hoic»- of three 1937 Reo 
pick -u p s fa r $250,00. 


LA W R EN C E AUTO SALES CO. 


101 SO U TH M E R C E R ST. 


P H O N E 4600. O P E N E V E N IN G S . 
195(2—5 


WRECKING 
Standard 
Sanitary 
Plant. New Brighton. Pa. 
Ail materiils for sale at very !o* prir * 
Hard Hr irk $i prr IfMMt 
I umber at II© 
P»* M. up: Iron Brants a t I 1.»© prr lb t 
»*a'int B n r k at *1? prr M j Fire R n » 
*4 
prr M : Window >a*h. .VSe r a r b : 
C s m i j i l r d » h r r t Iron 
?’y* 14 ft. 
A U S T I N 
G I V E N S . 
I N C . 
.New Brighton 


M ORTGAGf 
f irs t cine* У 
plan, 
Dollat 


Money To IvOxn 


IOX EY 
a\¿. 


■> :ngs A * 
H a n t e d —Live Stock 


W \ 


1 78; 2$ 
ÏTTa 


G A R A G E S a s low a s $4 49 p er m onth. 
Cem ent. 70c sk s t y a rd ; p aint, $ 1.10 
gal. up; roofing. $1.00 roll. 
L u m b er 
and builders* su p p lies s t reaso n ab le 
prices. 
Q u ality an d service. J. Clyde 
G ilfilian L u m b e r Co. P hone 849. 
I t C t l ! — 10A 


A R D IA N 
FIN A NCI \ L 
1 
ins Cell M b* H« nsley. 64 4 
• i a, 705 
E a*t W ash in g ti 


U D E N T I AL 
Mort « ^ 7 
к 


î t 
ss ш г . B ld (, 
I 


A P E R S O N A L M * A \ 
r phone 
P erso n al 
Fin 
e n te n m a l Bîd* 
Phon 


OC P 
• er 


22 
MERCHANDISE 


M iscrliancou* F or Sale 


R 
S A L E 


'4! 


S E E la te s t scien tific c o n s tru c te d fur- j 
nace*. on disp lay at. A llD on’s, South j 
■— 
........ 
— 
St. E x p e rt eng in eerin g . Low pr:. e. 
B E E T H E J. R. R IC K M otor Co 
l . ^ t e 
4 j 1 1 »♦* 
b est 
used 
c a r deal 
E asiest term s. 


i n s t r u c t i o n 


Local Instruction Clames 


VESCO’S Accordion School. New ¿7id 


G l. \S S E S repaired, fra m e s w elded— 
w hile you w ait. 
A rth u r 
W 
Meek, 
¿•w eier, n ex t to A ld erm an Greet* 


f« 
tow I 
1 1 — 


F IN A N C E FLA N fo r re-rooflng. re­ 
m odeling and new garage.*. 
6 % fn- 
ter»st, 1 to 2 y e a rs to pay, 
C itixens 
I.u m b er Co., 312 
W hite St. 
P hone j , ...... 
. 
3.506 
171124— 10A 
A cco rd io n s sold ar,d 
---------------- 
.« «-paired. Y\. W ashington. P h o n e 284" 
192(4 
Woman’s Realm 


483.2* 


NEW 
0* Г 91 
$27 
$19“ 
0 
H 


ir S! 


W pf 
p 


I Î 9 * 


d D( 


1 47 
*r Mills, >4 
1. 
Motor* ( 


l ‘h 


W 


eshann«4 k A \e 


«fr.getatO i* 
and 
pplv 
A 
Mfg. 
C« 
19 


F R A N C IS U SED C A R S a re m jista n d - 
] «»1 j <; 
4 p n g values, ren ew ed and g ua г л r.’ *>ed 
_!________j F ta n c is M otor S ales Co., 420 N. < ro ­ 
ui Ave. 
It* 
Wanted 


S P E N D A Q tM E T J u ly ’ at. 2nd. 3rd 
o r 4th at home. 
F ree d e m o n stra tio n j 
of s ta in le ss steel ute n sils, co m p lete ’ 
m e a l-h o ste ss 
g ift-d o o r 
prise. 
Call j 
701 - J or 151 S-W. 
Mr. M cB urnev. 
It* — 4A j 


W E BUY old gold and silver. br;dge- 
work, etc. Ja ck G crson, Jeweler, co r­ 
n er of W a sh in g to n an d Mill street«. 
I71t26 — 4A 


FO R S A L E — 1931 C h ev ro let 
m u st sell quick. 
R easonable. 
W ash in g to n . 


upe 
2 К 


P E R M A N E N T W A V ES, fro m $2 F.n •< 
4 6 50. 
Pearl W 'altenbaugh, 125Ц N 
Mill, 
( ’.ill 1366. 
19 416 • 
1 J 


T R Y th e la te s t in F rederick v. av es on 
’ !»« c«*nf!olS©d type m achine. 
Y an lt 
Salon. Phone 720, 
194t3— 1 


A T T E N T IO N Coal T n t c k i n : Inquire 
of our new m odern coal loading fa 
t ill tie« 
To be ready for early coal 
dellverl©« 
Boy la« Coal M S upply Co., 
431 S. Mill St 
193t4-™~Uj 


X 
X 
L IM F S T D N E f ,r «1 
X 
g * a vol 
Cham pion, 
X 
V 
coal 
(’all 2742-J 


r i ' »•« S in d 
W j id wood 
1 3 1. € * «*"*•■► 3 3 


C L A R K ’S «i 
r«.**r prieea. 
12 50 Hone« 


*i* Í ! t y v ! t h a* 
l ’r.Oiburjth di* 
ty ¡a 0 4 г poli« 


p «'f* 
burn* 
1 .1 3 Г.0 f 2, 


19 315 *— 13 


PI ION E 4 I X 
i I$ff| p( 
IT5 f и#*0 for g*>«»d do: 
ru», atoker 
Sofia. 


teat le «'«»a 1, 
and 
«lark 
171126*—$3 


,\í .i zw ell 4 1 


• ’geh and C arr) 


libo* n 
Phone 


r. 
Day and 
1 f tr 4 « t one 


ííbt j 2 e__J* 


GOAL— W tf 
foe 
_ j 
,, 
P« ceil 
Y 
. r 
• »• 
L. J o!t 


each ton of 
r g» v« a n im 


oib d o al Со. Г 


roa! ©old 
b* Гг-d !?я<1 
nie к у |>сfi* 
Not e 
J 
J «.ft П _33 


A N S o l • \ 
- 
» if. 
H» a* 
w an t It. 
a 


4*G — ECCO» 
1* you like if, 
b eate ito. 
1 h 


d 1 *t-proof 


17 И 2*8—33 


M v n , g ra v e 
uid «Irain i*I 
:oai Ä Suppl 


! and cem ent, 
* 
<!all 4275 
y Oix 


r ** \\ t- r p*pe 
Fom Ы» 11 © 
171126— 33 


p ro d u c e 


I' *E-f '< »L 


M* Л f '» «a«. • 


D e La -A .. 1 


•■« 
Bat к и 
et 
’ : « w .■ « t 


F : . * 0*f ì~ I ¡£0*7 f f 


? » 
- 


il : n r y b o x 
01 nera. 
\\ j 
Rle> a, $55 


ES. h л rd wro> d 
i 
hoîd 
m v 
K-i41 W ash si: g 


a n d tig h t I 
berrtca. ! 
ton 
:* St 2— i 2 v 


'b lî SALE 
Sr а Т ы гТТф » it ф « 
j 
4 »U |||f «f * . тд fi 
412*— 33À j 


v e l l -s p r a 
* M)? p|< Kl tìfK 
ind R. ad 


Y ED c h e rrie s 
М. 51 
Inghai 
'bt-ne 8034-г-.' 


for aale; * 
r¡ Gra« * - I ’ 
* w * 
' 
j j 
; ’ 2 • - 
V 


F D R S A LE — 
mod« ¡ 
lik« 
b u g 28 No 


Elect i 


f ìii 1 К 


oîu* sw eeper, late 
Call W« î 
rsttw- 
195(2* -3 4 


N E W h » b X* « r 
to n m я t ? r »• * « <• 
L»eai F u rn itu 


ih* $7 
* $.Y7 
rc, 35 


95 com plete; cot- 
5; linoleum s. New 
South Jefferao n . 
: :«9t6* 
34 


N EW combine 
f f? ff j 4* Hfihj «f 
C o. 1* S 
Me 


f ; O n « 
* h * rn ! 
ree r. 


i ! я ri«! g-» « ra r ges. 
К « i я tu n z «■»«» SÎ0 v « 
Pb', f.; 1 .7 
1 92(5— 34 


N E V E R PUY 
*ny kind unti 
ou r ex< hang© 


я n y 
1 } Ofj 
fu rn it 


J©ed f 
© f. f 
ha.© looked «*ver 
ir© a t i iя ; * v’a 
17112 6— 1 4 


M usical 
in s tru m e n t* 


F O R R E N T —One, 5 room a p a r tm e n t 
w ith bath. $20, 
S m ith F u rn a c e Co. 
406. 
17tt2li— 4 3 


F(»UR ROOM furnished and u n fu r- 
r.r bed a p a r tm e n t; 
s tr ic t,y 
p riv a ts. 
330 N esh an n o ck Ave 
1 7112 6 — 43 


7-ROOM f ;rn ish ed a p a rtm e n t» ideal 
location, cool, 
q u ie t; 
a d u P s 
Call 
•I '«02-J 
194t2*— 43 


House* For R en t 


Т Я Н Е Т * 
s u m m e r 
W ilm in g to n R tm ñ . 


¡tf; 


«'(ip.T 


ec M 


:< » п т 


i E >\ 


Ка 
г; «i. 
6-го« 
2073- 


■ ' ^ g». 
î ! ì e* 


-46 


f» 
00. 
Í 6 


— Afoefe-i 
bath, h: 


REX 


* <P I >!« »X 


t-room 
d ;.p,»x, 
••d. «xffljf-rit lo- 
Oùi.'laiÆ, 2’«73.f 
l t — 4 6 


• h o u ses 
r»>- 


46 


V У. 


4.4 


«!. $ 40. Sonn* 


1 - •— 44 


-m e. S-room s 
ira ge, 1 45 00. 
l t — 46 


1 3 5 
Y r ¡ngs- 
; M artin S t , 
•’de Gi fillart. 
'1 cr 
4tZ- 
» 6 


A 
6-1 
A i 
ba ' 


S ( 


î ‘ \- 


^ <s P- 
• a t h. 


W 


\ 
( 
■ers. 


194 S*— 


Л rep air ng p 
C raw ford tu л 
j g 4 * j t e_ 


44 


M anted To Rent Or Lease 


R a d io a n d E lectrical M e rc h a n d is e 


R E N T — Pt 
> 14 h »•. d roor. 
3-R 


■ ; t . a part* 
s on N«-rrît 
* *4T2‘— 47 


Ft AM HR—-Horn 
s. W ork g u a ra 
• 
э « о , 
»Vilming- 
W 
e 
02» - 4 7 


HEAL ESTATE FOR 
SALE 


Farms For Sale 


F< »H 
«i i ' r ' 


\ r .a n t e i 


s A LE 
OR 
T R A I -E— Eq u I pr»«-d 
s on good ro ad ; 
trad e for .«mail 
O’B rian Ave. 
195t3*— 49 


W 
1 ; 


A R 
'OR 
W 
A LE 
; r 11 i t h 
53-M 


nd 
Res 
ГЯГГГ« 
to 


m 4, De a n 
J t— 49 


H o usehold 
Good« 


F R O M M E T O Y O U 


R M 
:>u n i 
9 E 
4 2 


b a r g a i n 


A' 'R E 


AUTOMOBILES 


Automobiles for Sale 


JU L Y 4TH S P E C IA L S ! 


1937 Dodge sedan f:ne con d itio n ; 
1937 S tu d e b a k e r D ictato r sedan; 
1937 
D eSoto 
sedan, 
radio 
and 
h eater, 
$175 to $2<*0 m a k e s t i e 
dow n p ay m en t on any of th e se 
cars. 
1936 
F o rd 
coach; 
1935 
Btiick 
sed an ; 
19.55 
F«*rd coach; 
1 934 P o n tiac co u p e— $125 down. 
T hese are g u a ra n te e d «at« In p e r­ 
fect co ndition an d priced to sell 
quickly. 


B A R N E S -S N Y D E R MOTOR CO. 


P H O N E 5290. 


S P E C IA L S ! 


’37 P o n tiac 
Coup©; 
radio 
and 
h e a te r 
*37 C h ev ro let Coach 
’37 N ash -L a fa v ette 2d« «or Sedan 
’37 Ö ldsm obile 4 S edan 
’37 О Ids niobi le 6 t'o ac h 
*3$ C hevrolet Sed an 
T.6 F o rd Coach 
56 N ash S edan 
’3 i P ly m o u th Coup© 
'37 Ford Sedan D elivery 


P H I L L IP S M OTOR S A L E S 


411 SO U T H M IL L S T R E E T . 


N E W C A ST LE . 
P H O N E 1764 
194t3— 5 


MON., Tue«., W ed.— Sham poo, finger- 
wave, m a n icu re 
#1.00. 
Al vira Sotua 
B eauty Salon, 119 N. Mill 


By MESEEALL, 


i ” 
■ ¡2 ! th a ‘, r* 11 
o t 
to *>nie few hundred people in 
. Call 748. 
1? >PW C astle will be the reunion 
of (he Januarv and June G radual 


= 1 ! 
I m* i V 
“ « of I93ii ^ hHd 
at ( ^ 
adp **^k tom orrow , ^Friday, 
| tie n in g . 
It s ill be held In Ihe 
form of a d ance w ith dancing 
» 
' r<P™ nm r to tw elve. 
The com m ittee in ch arge hope they h ave con 
« ¡ , 1— 
--------------- 7 • i 
, 
everyone, but In case thev h a v en ’t . . . s ill the en tire group 


rucks. 825 60; p J e n * m ;" ^ t> sS T * . 
,!f 
»1# 
L * " P° ^ ,bl<‘ m ak p a r r a « 6 c m e n ts to a tte n d . 
C o m e on you 
-com p an ies. C .E d fin g to n 
«’Ml 
5V 
« jitte rb u g s. 
u.*:.t6*— j 5 a ir 
. 
. 
. 
- — — 
-----------------------------------------h 
* 
* 
* 
I d 
« y that quite a feu tree* th a t stand betw een th» sidew alk 
j 
and curb on a great m anv streets n<>«>,( <■ o . n t u » 
t i , . 1_____ .__ 


j .4 


$4! 


flo w e r s. P lan ts, Seed* 


CONTROL 
Bean 
B eetle 
and 
other 
insi»cte, 
also 
blight and 
rust 
with 
du«t and spiny m aterial from Rile- s 


»P« 


43 


49 


H ou ses for S ale 


E 
Inaurane« 
4 4 


A C C I D E N T S c«»m 
T ru«ks. 125 60 
A 


I ] 


Mi 
lifted 


Repairing 


Hi i t W E A T H E R is here, let u« re ­ 
pair y o u r 
fan. 
Serx edio 
E lectrical 
Service, E. W ash in g to n , 1376. 
19513 ^ - 4 5 


great m any streets 
need a tten tio n . 
T h e b ran ch es {< 
hang very low and a good m any tim e* it is n ecessary for th e p ed ­ 
estrian to 
stoop or 
go ou t around th e tree. 
And it is im possible (ii 
to walk along som e streets w ith an 
unbrella. 
Let's he «ourteous to i 
our fellow m en . . . treat them aa we would have them treat us. 


F A M O U S FULLER 
SHOWER BRUSH 


Wanted- 


W A N T E D — Snia 11 


Box 4**1. Nr h s 


To Buv 


E X C E L L E N T B U Y ’ 
d N orth Hill ¡«nation 
s««» 


iz-d 
W 
t •- 


:rd*- 
a rd . 
— 5 0 


FOR q u a lity 
¡phoD trring at reason­ 
able price©, phone Clyde M. Boston, i ((< 
I#. 
_ w 
5525. 464 K W ash. 20 v is. experien« * 
tf 
I l s 001 ,o n * u n t,i ^ 
F ourth of 
193(5*— 15 
xt< 
«i. < 
in f r o u n n of Julv. 
T hat m eans th a t hundreds 


i SEE G L EN N Ä- S T .\N. 
for 
better 
j «(©ed c a r value*! 
1938 B uick c«»upe.** 
2-door and 4-door 
j H O U SE W IR IN G an d electrical re- ! {( 
» л 
- 
• I »a ire. CorAÿpct o r job w ork. 
P rices 1 
c ’ d 
iinliif' »h 
4 
r » a e *i 
‘o remaonable. 
Ira W a lte rs. 
342 F ra n c is 1 
81,0 
under the mark*• . 
L aU m er A St. 
PI,one 5788. 
1 9 3 t * - l 5 
v? 
ri * » i ». 102 E a s t W a sh in g to n S 
t _________________________________________ it 
W i 
Phon© 2691 
194(3 


С 50 
IN T E R N A TIGNA L 
c h a s s is 
’\V” license. #s9l 
In su lated m ilk t««iy. 14 fe 
side, 1350.00; 
’56 
Plvi))«n 
8295 
Perrv A B rva 


a i h 
rg< 


I H O USE 
w iring and electric repair 
~ 
work our ape« ia lty ; p rices lea so n ib le. 
r , . . iY , n e 4 f e ., 
! H. G. M athew s, 1216 W ilm . 2566-J 
L 5мг-AX 
* 
* \ I. r , , 
itHftfi*_ i 
I sed cars, alt sixes. 
R, F, T. T’ and 
______________________ 
___1’’ 
\ 
plate trucks. 
( »«*t «ил- prices tie- U PH O LSTE R IN G on budget-paym ent 
o ie ymi nuy, 
i niversal 
S a.es <'<>., plan; work guaranteed. 
Phone 4498 
C h i r J I ' V iinn 
м Т 'Л " - 101 
" > s | m ,an C u n n in g h am , 317 South C roton, 
v iiei : y St. I hone al2. Open evflSiings 
¡ «»•<,»■ 
193t3— 1 


But!« 
Kxt 
Ph 


C H E A P 
FOR c .\S H — ’37 
sedan; 
P lym ou th 
c«u 
equipp« «î, 
i nq .и <• t «• E. W 


i «ong 


19512 


I *1 v mo 


1 


FOR R O O F IN G R E P A IR S or an es­ 
tim a te on a new roof, «"all 3314 
We 


and hundred* of folks w ill thin k it im portan t to get in th e old 
bus and go on a trip. 
M aybe th ey w ill be gone for two or three 
d ays . . . m aybe it will be Just for the day and m ayhe just a short 
trip in the a ftern oon . 
B ut the m ajority w ill alt be the sam e o p in - !( 
ion. 
T h ey are th e on ly on es on th e road. 
T h at will m ake driving 
«} 
terrible . . . but here is som eth in g you and I can do 10 help th is 
situ ation . . . we can drive very carefu l . . . thin k about our d riv­ 
ing job and better th an th a t . . . stay at hom e. 
Rut le t’s all re­ 
m em ber th at it s better to take a little m ore tim e and to m e hom e 
safe th an to rush here and there and com e hom e in pieces. 
T h e 
1; 
P en nsylvan ia h igh w ays w ill be patrolled very careful!}* bv our h ig h - ! 
w ay police . . . so h elp th em all you can. 


ROOMS 


11Л 0П 


C p.. «¿-if 
r, ir . . . , 
. . 
. . . 
*«■ nrrw jiioi, «-aii ,U11. 
w e 
* 
J * 
LLO fita t for b etter are s p e c ia lis ts in all ty p e s of rc««»fiug 
reconditioned 
used cara and 
save. 
Th© 
W ith e rs Co. 
17H 26— 15 
Republic G as 
S tatio n , foot 
Yo mg.«- | ___________________________________ _____ _______ 
low n H nl 
192t5— 5 R E P A IR S 
fo r a n y mak© of 
furnace. 
7, _ 
" 
— --------- S m ith Furnac© Co., 406. 
17lt26— 15 I {{( 
^ 
. 
PACK ARD B U Y E R S do trad e b etter: 
!_________ 
| }ff 
* 
* 
* 
,;«A«1 car* 
V J 
Rrincko. ph« ti«' 4 *64 
j 
It really p ay s io read th e classified ad s . . 
2l0 W. W ash in g to n . 
I50t7— 5 * 


* 
ie 
ie 
W e h ave several very n ice dogs on hand . 
if you w ant a dog, just w rite th is colum n . 
{ 
we believe your request can be gran ted . 


. but n o requests . . . 
. don't p hon e . . . and 


R oom s 
for R e n t 


S PL EN DI D larg* 
fro n t 
room w ith 
hot 
. * nd cold rut inm g xx ite r; sr.« il© 
if de <lred 
Jeff« 
“on T ea Room, 216 
N. J ‘ffei «on st. 
1 95t 2 • — .*!» 


M O D ERN 6-room brick home, m on© 
of best locations of 
P ark 
Ave. 
if 
sold at once will »acrific© for $3800. 
S h a ffe r & Reed, 6055. 
i t __50 


HAS’ 


$180 


HUE. nî 
w ly p*p 
F<«r 
A £ 6IV 


NO DOWN 
PAYMENTS 


IS MONTHS TO PAY 


1935 TERKAPLANE SEDAN 
1935 FORO SEDAN 
1933 CHRYSLER SEDAN 
1933 PLY.MOI TH SEDAN 
1934 PLYM Ol TH SEDAN 
1934 LAFAYETTE SEDAN 


Always at Your Service 
Cham bers 
Motor Co. 
The t sed < ar Bargain Spot 
825 North Croton A\r. 


___ 
— 
------------ 
There© 
no 
Dlac© 
like 
vour 
ow i 
N O T P Ъ — 15 gnod 
,©ed truck.«, 
42 nom« 
Turn to the Real E atate For 
r-.d e ls ”©w 
International©. 
Fren gel 
Sal© Column for bargain* 
in 
good 
5 о tor 
Fruck Co^ 1316 M ora via 
St. 
hornea. 
Phon© 653-J. 
17H 26__Б i 


and if you are not In , 
( 
a 
habit of reading 
them . . . be 
sure 
to rem em ber 
to 
use 
the 
>[ 
classified ad page w hen you w ant 
to buy, sell trade or rent a n y ­ 
th in g. 
Ih e classified ad result* w ill sta rtle you . . . try one today. >! 


It 
14 


T \ RLE 
T( »P SТОЛ K. r ig? . «"ombina» 
t i •11 pin 
P«*n 
« nd 
babx 
1 * d, sexx mg 
tn 1« h ine, kttch« n C.l bin* t. 
621 T ay lo r 
St 
11 * —34 


l ’<1RTIE RS. piano t oils, lix ing «int« «, 
Im «i ! OOlll ©ulte, od.I 
1 Is t Ìr«. <la X «Utport. 
»'ït «i X'«*©. 
M any 
ithet 
34 
E a s t 
И*— 3 4 


s «-И P. 
MOTOl tS ; 
Lite s V-belt© f s»r 
re frigeratt.r©, xi asll«T« 
st« «1 pulh vs. 
XX Inger 
rolls. 
'lau len'b » 3 14 Neah. 
19316* 
34 


FOR 
R E N T 
•sleeping room 
С с г St. 


F U R N IS H E D 
ГС fl f 
i51 (ist* i lì 
I l l s .M. 


FOR 
R E N T 
1608 E. W a «h 


F o u r ni 
s. 
Inqu 


PUIR 
E. Fall 


fu rn ish ed 
05 N. M er­ 
l i l i 2*-—39 


■о «»ma. 
for 
s St. Phone 


M O D E R N 
St.. 
new l v 
and 
papered 
neide» 
pa 
d Age ne v 


an d 
« « ¿0 


- 5 0 


iti© 
it« d 


—¿«i 


Ft »! 


Nui 


KP S A L E ' 
m odern. ; 
N o r t h 
4-room s, 
e a .« v 
te* 


.» 
unfurnishe«! 
ine t nu St. 
Cal 


UNION T t 1 U N s h i p 
; 
bungalow type h o m e; g 
n»u©<, t f o lot*. ' 3 7 « n» 
filian. Phone 889 
424 
COOL 
ptivat 
i ¡ ont. 
Rest 


a p 
I OU 4“ 
lion 


e R ! d g. 
4t2 
50 


7 07 Ci 
«П A\ 
39 
S u b u r b a n P rop erty 


Rooms For Housekeeping 


phon 
util It 
Sitie. 


n It «■ i \ t 
*. 
tip pi fa 
l«‘S fu ! II!" 
n ear « ai 


i i s bed 
t a* 
d. \vel 
Phon.* 


W A I M O - 
B e a u tif u l Suburb an Horn©! 


T H R E E fut niahed 
Dl FF<>I’ D’S fui u lto re exf'hange now 
n ew !\ f ini«!-, d f!.«oi 
open, next to W. F 
I Hi fio rd Л (*©., 
St 
Inqtlil « 
116 W 
.11 v - 2 0 E. W a sh in g to n St 
M any bar- 
>42 4 
ga in s in used household good« 
19215—$4 


cidi 


H 
Ipp 


T H E 
G U M P S — T H E 
R E T R E A T 


T\V(» fu rn ish ed room 
Iwth; frigid.« irr. 2 ". \\ 
tw een Rea vi 


sem l-pri \ a t *• 
F alls S> . tie 
Je ffe rso n . 
It* 
40 


941 


uylng 
ri* 
I F YOU A R E 
tru c k , «e* 
Ti © 
fo: 
tr«ve it-g o r living in, * 
radio 
H «4 » you* c a r fnspe« 
b efo re the *и.«ь. 
*t 
R iney 
Sa!e% 64ft E. W a tiu n g ton St 
40Г0» 
;iá— k 


FOR R E N T — 3 room s 
location. 
Call 2946-R 


T W O F U R N IS H E D r 
hotlfek»*« i»ing . 
f \\ 
ы| 
50.» N 
Je t !, ¡ son, «eid 
G rant. 
Rhone 4152 M. 


p n \ a t e . g 
. 
I t *— 40 


or wit! tr a d 6 
Call— 


H A R O L D 


ТЕМГ1 


P H O N E 267-J 


M 
L B A C H 


•E b l d g 


E V E N IN G S 2301 


u tit 


d house 
1 ! 


T W O uexvlx pap* r. «1 « oniie. ting f u r ­ 
nished 100ms. bath, sink, w asher, p ri­ 
v ate entrain« 
ad u lt* 
206 S \\ ilnut 
It* -40 


F U R N I S H E I >— I, 2, 3-room«, 1 ©t-2ml 
< loot 
also su m m er house. 9 \ 
1'sa.nt 
St, 
Phone 1 647 
J 94t 2* 
4P 


F U R N IS H E D , 
2-rooms, 
th ird 
floor; 
pr i X a te 
bath 
and 
en tra n ce 
\d u lt« 
813 B u tler Ax e 
t&4t2* 
to 


REAL ESTATE FOR 
________ RENT 


A p a r t m r n l a For K en t 


3 ROOM 
fu rn ish ed 
a p a rtm e n t 
12 
H ighland Ax»., 4 room« 
fu«« 
f[o< 
7o7 Highlatld. 
Rhone R“» 1 }} 


K>K S \ l i : OR 
r R \ D K FO R 


( I T \ PROPERTY 


L ocate d at W a lm o , witti auprca- 
tuititely 
on« 
acre 
ot 
lano 
lo o m 
insulated 
hou»#. 
iS 
c o m ­ 
ple tely modern in ©vairy respect, 
ntn© 
year© 
old, 
Uaivlwood 
floor« 
and indirect ligh ti ng 
th rough out. 
V enetian 
shade© 
and 
hall 
stair 
carpeting 
included 
Inlaid 
linol­ 
eum in kitchen and bath. Txvo car 
gfttag ©. att ached. F.a«*ily iiuanced . 
M 
K 
Gilliland, 
2073-J. 
108 
N. 
Mill St. 


W \ t XH 


H r 
•' d« u 1 
d, phoi 


It 


! e X \ 
6 r*>«'e i 
lot 150xl5( 
: : tee foi 
« 1 : 


•» \ 


md- 


ba ! 
61 
> n 


î t 1 
43 
To b v ch d n g e — Real Fstate 


4 R( и » M S oil t И «T t b »< ч , h«* a t a lid x\ a 
Gt »( >| 1 < it v pr««i»er t \ 
ter f u i m s h e d , $20.00. 
Call Jo 16 
J pu-fet* c o u n t • > pit .pt 
I t —*43 
L. SV usiiUiiiU'u, 
ti it! 
it ' 


AU( TION SALES 
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l e c a I. NOTICES 


B i d s — C o u r t H o u s e 


STOCKS 


Market Today 
Is Unsettle! 


OU' 
Strrl 
.......................... .. .. 
8 
p n n 
.........................................ifii. 
Prnnroari 
.. .............................. 
I 
PliiliipF Petrol ........................ .. 
33 
Pnrknia Motor.s ............................. 
3 
Puiininu Co ..................................... 24’ 4 
Pub Serv of X J ........................... 36!. 
Phf'ti),. Dodee ................................. 31 , 
R K O ........................ 
i \ 
Republic St.erl Corp .................... 13\ 
Radio Corp ...................................... 
5 
Rfni 
Rand 
..................... 
lO^t: 
R r\iiolds Tobacco B 
........... 38’. 
Seaboard Oil ................................... n * 
Socony Vacuum 
........................... 11 ^ 
Sperry Corp ................................... 39 
Std Oil of N J ............................... 40 
Std Oil of Cal ............................... 25^4 
Std Oil of Indiana ...................... 24’.. 


ELLWOOD CITY NEWS 


ADVERTISING COPT to Appear to The Newi Mmj Be Left with 
the EUwood aty News Co. 
TO GIVE NEWS ITEMS for Theee Columna. C»ll F»j Cowun, f5i, 
or leare at EUwood Citj Newt Co. 
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Sears Roebuck 
Standard Brand.s 
Simmon.’; Co . . . , . 
Texas Corp ........... 
Timken Roll Bt'nr 
Tide Wat O ........... 
United Drug ......... 
U S R 1 <V' Imp ___ 


t n e S.Î !d 
>. ’ ( . d 
.1 
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Bv LF.SI.II СО П Л» 
International News Service 
f inancial Writer 
XF.W YORK. June 29 —Tlie stock U S Steel ............. 
market dc\elojy'd pronounced uca к - U S Steel pfd . . . 
ПС45; today, upset bv the prow m i U S Pipe A: Fdrv 
F:.iropean cr.sis combined with the U S Rubt)cr . . . . . 
iCgisiative snarl m Wa.«^hmgion over Union Car A: Car 
monetary and other bills. 
United Air ............. 
High-priced i.4nuc; were hard hit 
United Corp ......... 
declu es running To three {юин.ч and 
United Gas Imp . 
m oie, while active leadens declined 
Vanadium Corp .. 
one 
to 
two point.s. 
Trading 
ex- We.stinghouse Brk 
panded from the recent low 
level. Warner Bros 
and the opening was the most ac- 
Westinchou.^e Elec 
’ *'1** t.\e the market has experienced in 
Woolworih Co 
= { Л 
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*L».ks tn l.r p.,\aLî, 
t.; tl'f. 
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tlie t. 
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ГППТГЯ. t, Tf, be j„ 
i*nm of 
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foiiitai’t, ftnd the other bf.nd 
r-".»'d’- 
tion.d fur the pînteftion ,..г labor and 
tnat.iiMl inen. in i.e in one-half of 
that snionnt. and exerjjîe and deliv- 
er th*. requirefl гипггя<1 WiHi n ten 
•Htj da.\s aftrr said ;s .',u.,rde.d 
bti. . if be is aw aid .-i s.uik 
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tb^ . л е т that ìli. Siuldfi- 
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some time. 
Yellow T A' Cab 
DuPont was the weake.st of the Young Sheet Sc T 
blue chips, s u r tin c 
points lower . 
- 
4 
and 
extending 
its 
loss 
to 
more 
Than 
three 
point .s. 
Clo.se 
behind 
were J I. Case, down three: U. S. 
G\p.>um. off more than three be­ 
fore rallying som ewhat: 
American 
Telephone, off 
almost 
three, 
and 
American Can more than two. 
Active leaders to lose one to more 
Than two points included Chrysler. 
General Motors, most of the active 
steels. Wc tinghousc. Allied Chem i­ 
cal, Union Carbide. Lima Loromo- 
tn e . and numerous other is.vues in 
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20U 
35 U 
. 39 ‘ 
. 12 Ч 
. 
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. 43 4 
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. 39 
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. 
2 4 
. 12 , 
. 184 
. 19’., 
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. 914 
. 45 4 
. 134 
. 324 


Many Entries 
For Parade 


C o l o r f u l 
P a r a d e 
T o 
B e 


F o u r t h F e a t u r e I n E l l - 


w o o d C i t y 


Merry Picnic 
At Ewing Park 
By E. W. R Club 


Four Square Class 
Ends Study Session 
Zelienople Girl 
Is Married Here 


ELLWOOD CITY, June 29.—Tlie M is» 
V io le t 
I u í t 
W*ri< 
T*».| 
last in a series 
of 
special 
study 


FTTu/rvrvr'i 
Wednesday 
ELLWOOD 
CITY, 
June 
29 
A 1 afternoon 
at 
the 
Slippery 
Rock 


guests. 


O P \ 7T iP \l7'T'Mn c t r A w n 
Tlie affair began with the serving 
R E V I E \ V I N G S T A N D 
f^r a bountiful picnic supper at 6 
\xriT T 
U P P D p r s n p P T » ■ ^ 
^ 
com m ittee chairmaned 
W I L iIj 
Clij J ilK r j O lI ij U I by Mrs. 
Jam es Houk. A diverting 
— _ 
program of sixirts was directed bv 


I T ” f 
members of the | Piesbyterian church by members of 
„ 
T ’ t i ; 
familie.s j the Four Square cla.ss 
of 
which 
was held last evening at Ewing Park I Mrs. Thom as Berger is teacher 
grove and was attended by som e 55 : 
Mlss Dorks Houk 
led 


Thompson At Rev. J. E. 
Pringle Home 


T f i I R T Y - m 
' E _ 


Elks Lodge Plans 
Many Activities 


To Attend EUwood City Night 
Celebration Friday At 
Ambridge Lodge 


ELLWOOD C I T Y , June 29 —EII- 
wood City night will be observed 
by the Ambridge Elk.s Lodge on Fri­ 
day evening and when members of 
the local Order gathered last eve­ 
ning by file sem i-m onthly se.s-sion 
ihey m ade plan.s to attend the cele­ 
bration. 
It was also agreed to participate 
;n a celebration spoasored by the 
Butler Lodge In honor of the Butler 
ba^ebalJ team on August 18. 
The entertainm ent com m .ttee a n ­ 
nounced a patriotic party for S a t­ 
urday evening, .July 1. for membe-fi 
and gue.sf.s. A mixed picnic with an 
flabeirate 
program 
of 
games 
and 
contests 
will 
be> 
held 
aJ 
Puszin^ 


ELLWOOD 
CITY. 
June 
2 9 - A 
the 
devo- 
’ate Junt» wedding was that, of Mmr 
tional period with 
every 
rnembej 
Vholct 
Lutz, daughter of Mr 
and 
» 
i,, 
w 
^ 
taking part in the concluding chap- 
Mr.s Henry Lutz of Zelicnopir and r T n ^ L 
f u 
« 
a ’ 
Paszmf 
ir r of tho mi.sMon sU d y book, •■ Un- 
C.ocl Thompson, son of .Mr.« 
Edith m r J Julv 8 
der the North Star." 
i TiioniD.son of r h tm a r 
« 
^ 
The affair was concluded by a ■ place r.n Wcdne idav "aiternoon at 
P 
M 
T 
i 
^ 
y 
and wiener roast at 
the home of Rev and Mrs 
Josenh 
trA'nu tnH 
^ 
1 
u 
H 
, MLsses 
Louise 
Scott 
and 
Velma Van Gorder s hearh uUh th« 
f Prtrv»,!« 
rv.. k 
i 
grand lodge convention to be heid 
E..LWOOD CITY Juno 29 - P in a l: Houk ,H h « tr a c tiv e pnzaa «ohig : I Z m oin^Ts н n d ^ п en d s'olU o 
. a ^ 
T h r i m p r l ? v ; ' " m k i ; ' ; ; 4 “4 ..vico 
T " 
f 
propaiat.oa. are bo.ng made for the to all ,h e winner.,. 
j .suimmink and boatlnk throughout 
« a , performed by Rev. p " .'n .lt w h o pe^in . T i l 4 
n m e m i ^ r - ' " r d i r e 
the afternoon. 
nn«tnr 
ui»- s t memoer.' a 
e m in g 
Members planned to meet again ‘he afternoon, 
on FYiday evening. July 14, at the 
park for R tureen dinner. 


colorful fc.stival parade to be held 
, on the 4th of July aftenioon at 2 
o'clock. 


1 
A special reviewing stand will be 
erected In front of the Municipal 
I building w heie the judges will Judge 
^ I the men and women fraternal and 
* 
patriotic organizatlon.s. Junior drum 
i I and bugle corps, senior drum and 
♦ j bugle cocj>s. band.s. junior auxiliary 
RirL and boys, floats, fire apparatus, 
btf>cles and other novelty entries 
'All m the huge sj»cctafle, 
pnultry butter and egg.s are w h o le-| 
l o 
j 
. ^ 
include Bill Kegel ' » r 
Aii-»tars Dowed *o fhf 


* ■“ ■ 
- 
- 
the other tndees uill he from nnt 
... 
After 
being 
hcid 
scorele.s.s 
for 


П ■ ! ■ !' ' t • :i Л ■ Xeu Я Ser» ire ) 
PITTSBU R G H . 
June 
29 


All-Stars Bow 
To Wampum 5-3 


ELLWOOD 
С П Т . 
June 
39 -I n 
fheir steond game of the spasnn 
the Legion All-Stars bowed *o the 


W. B. A. Review 
Plans Fall Rally 


1 
,1 , r - 
t u r H 1 
i.h !■; 1 o!i 
r. Tif ...i 
the rails, utilities, rubbers, mail or­ 
ders. coppers, 
aviations 
and 
spe 
d ailies. 


Butter 
un.-.ettled. e.xtras 
24; 
89 
score 22 3-4 
88 .-core 22 1-4 . sta n ­ 
dards 23 3-4 
Egg.s .vteady. Nearby current re- 
■ 
ccipt.s 14 3- 4 ; white standards 17; 
~ I hennery w hite extras 23. 
I 
Tom atoes weak. Lug b o x ^ Arkan- 
a.<;. North Carolina, Texas 6x6 pack 


he other Judges will be from out of 
the citv 
------- 
• 
. 
• 
„ 
, 
, 
innlng5, the All-Stars tied the 
Cash award.^ 
will make up the score at 3-all m the eighth with two ............... 
-.-..w., 
prizes that will be winners In 
the h iu bv Dashield and Roburk a walk 
July 12 
\arious 
cla.s.sifi(ation.s 
bv Marshall and two error.s 
The 
Some of the entries in the parade uctors .scored 
twice 
In 
the 
la.sf 
are; 
frame to gam a victory 


ELLWOOD CITY June 29-Piar«s 
for a fall rally to be held in Octo- 
L' r were formulated at a m eeting 
t i e Senior W 
В 
A 
ly^dge held 
¡á.st. night in the b«nk building 
_ 
■ 
i 
-■ 
Mrs 
Ethel Tlioma.' 
of New Са.я- 
reside at Zeiienople 
Le. was a spec ial gupî,t. 
After 
bau ness 
wa.‘. 
traasac’ed 
îl.e 
rime was spent 
sodallv with 
another .se.ssmn planned for Wcxi- 


Prrfhvi'/’rt Z 
, 
M 'ln»«»! to listen ’ 0 the LouT.t'-GaIento‘'bóvt 


I, 
*rock Oi blue chiffon, refrertimer.ts were .'^erved 
with white accc.ssorie.s 
was chasen 
Another meeUng will be held on 
ny the attractive 
bride, and 
she 
Wedre'-vday. July 22 
wore a corsage of red rosebuds. 
Miv» Lillian Lutz 
si.ster of 
the 
bride, and Jo.seph Galap 
both of 
Zelienople 
were 
the 
a-*erdants 
Other gueshv at the wedding were 
Mr. and Mf ^ 
Harrv Ault and son 
Arthur of Orchard avenue 
IT.e brideero^tm is emploved bv 
the 
Elliott 
Dairy 
at 
Evans 
C rv 


Auto And Truck In 
Harlansbiir? Wreck 


Л M O R W B. K. 
A short meeting of tne Junior So* 


Presbyterians 
Picnic At Park 


Truck opera led 
by 
I>Roy 
W 4 - 
..arr.rCj, 7449 Harper .-tree4 Detroit 
and auto driven b” William R. H o­ 
man. AtwatuT. O.. 'id^^^wlped at the 
’op of the hill, east of Harlansburg 
7 a. m, todav 
The 
au’^^o 
was 
damaged coasiderablv. 
No person.s 
were injured. 


STOCK PRICES 
AT ONE P.M 


rumUihed by Жау, Richard» fe 
Co., Union T ru st Bnllding. 


♦ 
« 
♦ 


♦ 


* 
♦ 


LeMotor cop e.^cort.s; city offu ia b . 
An attem pt is being made to a--. 
' n y was he;d at 6 о clock On Tues- 
с 
j 
с l 
i r- 
Í 
•iion 
color 
bearers. 
Hariksville range a game with East Palestine 
' alternoon ine Juniors enjoyei 
S u n d a y 
b c h o o l E v e n t 
; 
,,m rm,.. 
r.,». i ; » . . a t »h.. 
------- 
- 
EnjoyedBy 175 Member» 


A n d Gue»tf 


A' larger 125- 150: 6x7 park 1- 125: 
* 
LouL-^iana 6x6 pack 140. 6x7 pa( k , 
C’^y Furniture, «t 
that 
place on 
S.sturdav .afte. - 
.i - w imming partv and wiener roa.^ 
110- 115, Soiitli Carolina 6x6 jiack 
R^’»manian club: ly gion Auxiliary: pf’on by the direc’or, Robert T.a , - 
Lie Siembec k collage ct Pviver- 
lirgcr poor to fair condition .50- 1 ; '*^**" 
Castle 
IkCgion 
band, 
British 
Ohio hothou.<^e northern medium 80- 
veteran*-; lurojv'an Bake.'-y. 
siimmr.r% 
90 
large 80. .southern larc#» .50-fin 
Catiiolic Daughters of America; 


\ .ew. 
ROSE POINT 


. < 4. 
a- h 


‘.Average.^ at 11 a. m 
Indastrial 
............................. 
Rails 
............................... 
Utilities 
................................. . 


: ■ f*¡ 
to 
i; d- 


’»■ 


•Í. 'Sft 


• f 


A T A S F 
.................. 
Me 
.A 
M Bvers Co 
................ 
! Amer Roll MilL ................ 
Amer Steel Fdry ................ 
A.s.sd Dry Good.s .................. 
Amer Loco 
........................... 
Am Rad A Stan S ____ 
**d Alli.s Chalmer.s ............... 
Allied Chem A Die ......... 
A T A T ................................. 
Amer Smelt A Rtg ___ _ 
Amer í ’oreign Power . . . 
.Anaconda Copper .............. 
Amer Can Co ...................... 
Am W ater W A E Co .. 
Amer Tob Co B ................... 
Amer Zinc Lead A Sm elt 
B A O ........................................ 
Barn.sdall Oil ........................ 
Ben dix Aviation 
.................. 
B ethlehem Stoel ................. 
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4 at 
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4li I 
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.3 
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l.,r. 
p tiig Baldwin Loco 
Boeing Airplane 
tiy Canadian Pacific 
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o f 
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Tins tf, he dii.i! ;. •> 
fr.^sii 
;^n,! ; , i l 
h o 
5:,n e 
u V 
- one 
hid eho ild he f. 
-Ti 
ou«!*t Calerpil 
T 
^ 
*- Che.sapeake 
A Ohio 
' ■ ¡ne 
T.-nk n ti«f he ni- ,i,red t.i 
^ de .r» 
i_, 
, 
pMds To= be 
•, 
j, , 
Crucible S ’cel ......... 


' » M o 
pr. . 
f 
t 
. 
! i s 
f u n 
' - - . -i 
, x 
t h e ' Chry.sler 
................................................... 
rlr i,r ■ 
«” '1 -pr-'o ,d 
by Col G as A Elec . . . 
Con.solidaied Edi.son 
Con.solidated Oil . . . 
fci t to re- c o n t Can Co .. . . . 
, , • . 
I Cont Motors .............. 
■. 
Comm A Southern . 
_ 
^ 
— Commercial Solvtnbs .................. 
^ 
Bids For Science Supplies curiLs«? w rig h t ............................... 
5 
A 
.eJ 
H * ' 
^ 
T 
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Ail Mils to be Я' 1,1 j 
Ce-nf.. d ,h .,k f..i- $], 
The tUjy ie.-ri’ i'. fh- 
J«-’. I :!fl> 
Hrd ;UI b:d> 
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\ r w 
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, 22 81 


. . . 24 4 
. . . 
9 
... 12 
. . . 22 * 
. . . 
7 
. . . 154- 
... 1 1 4 
.. 3 c J 
. .162 
..1 56 4 
.. 39 
.. 
2 4 
.. 2 1 4 
.. 9 0 4 
.. 
8 . 
.. 8 2 4 


. . 
4 
.. 
4 . 
.. 13 - 
.. 20 
.. 51 , 
.. 
9 4 
.. 18 . 
.. 
4 
. .4 1 
. 31 
. 2 5 ' 


. 66 . 
. 
5 . 


• ^ ‘ 
* 
. 
. 35 
n ' 


. 
1 4 
9 4 


large 80. .viuthern large 50-60 
^ 
."vuir-iiiB, 
vx’h«» 
Cabbage about steadv 
Ohio round American U g io n drum corp; 
Italian pr^^t 
c 
aaii Do-hels 50-65, 
24 qt. baskets 
o^Tanizations, Workingmen.«; S odal vtiilrm- 
...................... 
^hibband; Lsaly Dairv float; Orange ¡fi-ffnjaj 
.......................... 


VetorarLS of F>>reign Wars junior E<rru4 * n 
...................... 
drum and bsigle rorp, Veterari.s of 
rf 
.......................... 
hVircign War.*'. Auxiiiary of Veterans copp» r 
rf 
.............................. 
of FofPi-n War.*;, Ambridge Veter- 
Pnre !f ............................. 
ans of Fr>rc!gn War- 
I p p i c o 2 b ’ 
’ 
Elwocid Ckv 
higli 
band, HairhfHtger 2b 
Hunvafian club: 
floa*. 
Poii.*»ti ar.u 
...................... 
Slovak.*- 
Wampum 
high 
school 


n И E 
ma 
50-65. 


♦ 
« 
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è 
LIVESTOCK 


T otals 


PITTSBLTRGH. 
June 
29-~ U v e- 
•to( k • 
.Salable hog.s 300 .vteadv 
Heavies 
7- ( 50. medium 765- 785, Ufiht-s 750- barid. Ciermaii (iub 
785: 
Ughi hglit.s "25-750 
jiecking 
EUwood Ciiv di.stnrt g.rl at.d bf.y 
-ow.s 5 , 5-625? pigs 6 i5- 72r 
* cout*'; Connoquerie.: -ing .squad car, 
Saiabte callle 100 .•^tea.iv 
Sieers , f-Yivette City drum corp, Favc’te fi.**e 
good 
10- 11: 
heifer.s 
»550-850 lb*? • 
truck. Oakdale. Kopfjo] fire truck, 
4 ;00d 9-950 
cow5 common to men- L-. a: Order of Moo^e 
ium 650-9 . bui..s good 7-825. 
Cjietnvilie fire department band. 
Salable calve.s 125 active, higher 
G ifenvi.ie fue tn n x 
.New O al.W 
Veait r.*? Kd 'o ci' 950-975 
f;r« 
tr;. k 
A:-utid Lre riepiirtfnent 
Salable .-neep 300 steadv 
Y» -,r;- 
um corp. An,-.id fir e fi uiic^ 
.N>\ - 
inp gd. to ch 
8- 850: aged w tner.s i.le I.4 and: 
Buticr drum i orp 
bi- 
med. to gd 
350- 425: ewe.s gd 
to 
routm gent, Ellwofxl Citv fire 
'J’ C'readv 
ch. 3-350; Icmb.s -90 Iba. down» gd 
dcpartmrnt 
Hairhogge: 
to ch. 10- 1050, .spring lambh gd 
to 
ch. 950- 1050. 
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1 
1 
0 
0 
0 
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5 Î0 
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I »cg; on A,!-Stars 
Robuck 
. 
Da.shield 
2b 
Pciwe;! 
3b 
X1^ w t Of) 
e 
Mar.vhal rf . 
I>en;e- 
Î 
As,.'».ne.:. 
rf - 
(irf'Cti 
rf 
Jullu' 
lb 


R H E 
1 
3 
2 
2 
0 
0 
I 
0 
Л 
0 
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Medal Contesi 
Planned Tonight 


ELLWOOD СГП' 
Ju,-e 29 
Tc. 
I.gilt a* 8 
"r, 
ba.-'efnet ■ 
' the Unr'vi Prevhv'e, 
cnur-'î' a 
.4 .'.eri med.'j 
'-or 'e.' 
•» 
; t>e 
.he.d 
• c . d e r 
d : - e o ! ; o ; 
r.f 
Mr' 
E 
W 
< htmbif- т*‘^'л. dir»-'*'.г of toe coun- 
V W С T r 
Six п-.стЬег.ч of the Pior.''er .scv- 
■ ictv of trie int.ri-n w,:; par».(upare 
'■ •' h a,] parenus and frim гл heir.« 
invned to aît-md Tìils i,s tne second 
u. a .seriea of come>?.s. 


EIXW OOD 
CTT\' 
1 
oe 
Z - 
^ith friends 
Liea 
, D r k 
' ^ 
~ 
^’‘^Ld^urgh over the week end. 
■ 'r 
^ 
^ 
^ ^ 
Twcj riPr Of New Ca^^’e 
L 
, 
r 
« -'P-!!' »*!» » -e k e'nd“ u h Joan a . d 
n ,-C 
.V, 
rtdin.r combined to Janet Arm.sTor.? 


Z 
Z 
' ' 
h 
c 
a 
s 
t 
l 
e 
, 
spent 
I*-.', 
h 
oe'd or ^ ’4 
. 4 
brother. Bud 
r.'w-- 
ar-‘^ « 
^''edi.e.sday after- 
Booher and familv, 
at 
Ewing Park 
Mr, and M.-s Kenneth Emcn- of 
8.- ' 
a 
complete;-.- 
enjoyable 
af- 
'.Voa-ter o.. -« r e rrren- t S t o r s Z 
c 
1— 
LUC Ted Arm.stronc .home 
'• ■ 4 / 
. 
Mr. Rober- Bieakley, spent a fe-r 
t,,g de- ca 
-i,i5 w k with her daughter 


0 
0 
0 
Î 


TIGERS TO PLAY 


Tlie parade will form on Sixth 
rtreet at th«* firv station. gA ^p.st on 
Crerrcnf 
Rvmue to Ninth 
sirt-s“., 
down N.nth -l.'^tet to lAwr»u,re av- 
UNION A. A. TEAM 
I»awnnce avenue to aJI 8 ìaVÌ 
Piith sh e e t, doun H fth stre»t to 
ín u m a in 
avtnt,-'*. 
down 
Fo-untain 
avenue 
and 
over 
to 
Ewing 
Park 
bridge to Jeffersius street. 


Party Honors 
Floy Harmer 


To* als 


.Srr>re bv Inr.ing.s 
Wiiinpum 
.............. 


Dougla.s Aircr.aft 
Elec Auto Lite ___ 
Elec Bond A Share 
Elec Power A Lieht 
Eh rest one T A R 


And Mechanical Drawiner 
^ 
Supplies 
J.i.i«; \\ ¡¡’ l„ I,., . . 
,l to u . ■H. l.r.i 
lUNtM, I of th»* «’iJy f-r 
l*a . ftj th», office of the Ho.ud 
.\* 
lltl rl«''! .‘-itieet, 
nitil 
12*10 - 'i l,,. 
nooi.. .lu:v 
7. 
for 
ion. f 
I,, 
p«rtmcnt 
u p p 1 i »• «* » onr-i'fjjE 
iheniirsis. phys . 
ar.fi , !;♦ i= - Great Northern 
d h ^ , V , ' 4 
UU 
'*"■ 
Gpncral Food.s 
na ynr,4 i i M a u )n|? SuppM**'- 
14^1.*-= *!i*1 
Mp»-* Jficft'I,c 
n;sy 
1,#* 
pt'-^-ti'.d from the 
et.-; \ . 
fiight ;<« re*serve<1 to t ojcr i l.n v or 
all bids or to «el»»ot a single net»). 
4*'ho Ft Bechfr»!, .''^ecretarx* 
Lec»)_ XrwH—.tune 1 .p, 22. 29. l? 3t» 


Administrator’s Notice 
K"!»fe of Ira Mint err, Itoreas»,! 
Letters of 
Adrnioislr.Ttic.n 
F T \ 
f'n 
th,- 
above 
e.^tatc 
hav inir 
h. .*m 
gtantrd f,. the undersiprsfd. ;*,I p. i - 
sons iiidi t,(ed to the srud <»-».*,te «;<• 
teque.'-led 
to 
niake 
pav ti • » i, 
and 
iho«- h:»\ing claims t,, j.i.-serit 
the 
Siityu. wjihout deiH\, to 
L.iuierne .Savuiks 
a 
Trnv, 
р.ч; \ 
-\»tmini.<tr.4t,.r f* T .X.. lun 
W * stuiiKton .stre» Î, New Ca-t .o. l*.T,n- 


Gencral Motor.s .. 
General Electric . 
G lenn Martin 
___ 
Goodrich Rubber 
G oodjear Rubber , 
G ulf Oil .................... 
Hud&on Motors ___ 
Howe Sound ........... 
Ind Rayon 
............. 
Inter Harvf.-'cr . . . 
Inter Nickel Co . . . 
Inspiration Copper 
I T A T . ................ 
Kennicotf Copper . 
Kroger G roc 
or ÎO J. w 
Hht'd.«, Altor- Liquid Carbonic 
A r f , „ ( n l . . t , , Т Л , 
y C , l.,.high Portlnnd 


Lone Star G as . 


.'•V J \ ft It in 


l i t ' 
Т . . Г 
.b.tinv,.,, 
New C;»'-iU 


Lev.i' 
.I'ilv 
\>U 


Pen Il­ 


lune S, 15. 22, 29. and 


Administrator’s Notice 
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Vd- 
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hi* '1 
d' . * ft, ' t 
th#' 
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1, d 
V 
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t :. d , t • • r d 
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m e 
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С 
\ ■ г с 
я It- V 
• C.ft t'ft! * f r ^ , 
** 
V 
; 
к Г “ 
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" . 
Meo.*-! #*d 
P.r.-k . 
Га 
R 
A f t - » ' : .f \ - 
3C1 
Ло Н п я о п ] 
Гая 1 r 
1'- 
L#* )C ft 
- \ # \4 ¡e_ 
М я у : s 
21', 


Tfi 


!.. .'U.'or. 
h.p, J..4VV- 


,1 i.itffr« 
» vt., t . ,.f 


! 
- ' , t * *i 
t o 


'if-fi-'ttids 
4 ,- 
l ‘;eni 


Mid Cont Pet ........... 
Mack Truck.* Inc ___ 
Montgoim'rv V5'ard .. 
M cKeesport Tin Plate 
N Y C ............................... 
Northern Pacific ......... 
Na*-h Kelvinator ......... 
National Dairy .............. 
National C ash Reg 
.. 
North Amer Aviation 
National Bust int ......... 
Niagara Hudson Pwr . 


é ¿ 
..145 * 
.. 63 
.. 28 . 


> • 
í 
.. 
6 - 
.. 19 
19 
. 43 . 
. 41 i 
. 32 , 
. 30 , 


. 15 
. 
. 24 , 
. 32 . 
. 
4 - 
. 43 
. 21 
. 54 
46 
. 
9 » 
. 
5 . 
. 31 
24 ; 
. 13 4 
22 
8 
1 2 ' 
19 - 
47'-. 
9 
12 
7 . 
5 4 
14 - 
16 , 
3 4 
26 
6 4 


The Tigers club ba.sebali 4 *am wui 
play the Union A A 
team ton.g.ht 
at Cf-nfennial ficid a* 5.30 ocloi k 
«weather 
allowing > 
it 
wa.s 
a n ­ 
nounced today by Bennie Ciccone. 
iiiaiiacer of th«» Thger.»; 
Cifcone will use either DiLiiio oi 
R o a s o s on the hill and Tu.vrano 
will do the receiving. 


J F fF ROBINS WI.V 
The Jeff Rribi.ns won from 
the 
Jitterbugs at Daves fiild 12 to 8 
- 
......... 
Si r.jb Jaseph wa.s on the hill ali *he E?^ther Young plcasantiy enter’ained 
wav for tlu* Jeff Robins The iosing 
member^ of the Marjorie 
b'aught 
pit her 
WH.s 
Tony 
NiKei.a 
Stan 
MLs.sionary .society of the Fir.st Unit- 
Sl-co hit tne ball hard for the win- 
»'d Presbyterian thurt h at her home 
ners. 
m 
ill EIIjKin 
. 
— 
♦ 
- 
I 
After the devotional oenf>d 
led 
T-ne 
Robert Dambarh. ,Mr.s Roy 
The G u . B,g Ten and ihe John- 
Snvder of Rochc.ster gave an inter- 


L'.v 
. 
' Z Z Z 
'*"* 
P»r»o.,al problfm.-i 
I ' i . 
I L f T . " 
fr a m r s 
Kllnc. a niL-.Monarv 


Marjorie Faught 
Society Gathers 


ELLWOOD C r n i June 29 
M ik s 


o n 0Î5 0Л2 
5 
Ono Ш) 030. 3 
Th.’ ^e-ba*e h.j* 
W,4rdman 
Two-b«se 
hiîA- M arshall 
H .tf- 
man 
! 
r>oiib:e Ipay.* 
Ferruri 
to 
Ward- 
Л1ЛП 2, Roburk to I>a.shield to Ju ­ 
lius 
Str.U-n 
ha.sea - Nfw ion. 
Huffm an 
F e m n 
H:t by pih'her - К 
Pi .ce 
Bft.se on b«lls~-Off FVrruri .3 
nff 
McCr»'ady Î off Hft;rh‘<gger I 
St.-urk out- Bv Ferruci 9 bs Sir. 
CreadV .5 bv Hairhogger 3. 
I'mpir«--Greco 
¡ 


to 


El LWOOD CTTY' J ;ne 29 
Mi4v 
-‘•• »V 
Hainier w.-iv 
рРа.*-.чп»4 ' 
.s ,r- 
p:4 »d 
ic ifn u v 
A 
i 
a 
^ 
fiirnd.s ga*ì;eo-rì ai 
her tuvrie or, 
L“e 
EllwcsHi- Î4)m*r'v i,;e 
.»-cad 
liend L;r- evt r.Uig .s яua.,\ 
The 40 nirrrv maker,s .vpen? 
» '■»‘niiig Ui a pleasajv mariner wnii 
v,inn'4 and niu.si- 
be.ng er.jO' cd A* 
■ u 
appropr.a*e 
n,...: 
д 
tvm p im g 
...neh. wa.s served 
Mr 
an! Mrs 
Cte-.igf 
H v» and 
n George g C lru la n d 'Atre ou’- 
‘J tnwn gi.rsrv and iMnained a 
Hanne I 


The affair wa.«« concluded bv an 
r.-piTing vp.sper 
service conduc*ed 
b*! members of t*»:e Margare» Pueh 
Cl,-ss 
Che.y.fv A 
P: 
>upenn*enden^ 
'-^As 
s;*rf *’ гРд 
q * 
a*- 
*'':uemen* 
ard 'o him and the с 
4 
class 
We,’ ome 
Bible 
^ ^ 
Brotherhood 
Gah Morrison цс>о. 
i-redit for tbp 
ФР’- -success of the year’v event* 


MRS. CHARLES WEST 
IS GUEST OF CLUB 
ELLWOOD c m 
i June 29 — Mr.v 
wa-s ft .special gup?» oj 
e 
.M 
L 
club 
w.hose 
membei-s 
ured the pleanne hospitalpy ex- 
■ l úr d bv 4 fr.»; 
Ervil MrDc.avit* at 
her home at Wurte.mburg on Wed- 
ne.suav evening 
N; ♦* award.4 were given to Mrs 
’ the 
Herijfit H.abe.»-t. Sits West and Mr.s 


B. V. M. Sodality 
Arranges Dance 


Will be the home club. The game 
w ill .start at 6 0 clof к 
31*J r î-".ï' ¿’;."bÏ 'S 
..fïS 'îrU U ”','. 
- . h . , „ n „ 
T » . 
s 


p^nal guest. 
of the Young Ladie.s Sodalitv at 
The next m eeting will 
be m the their regular m eeting la.st evening 
form 0, a picnic at New 
W ilming- at the church with Rev I-Y Vincent 
t»»n. It was decided during the busi- 
Gailiano m charge 
nes.s m eeting. 
p 
wa.s agreed 
to 
attend 
com- 
Aft.r a plca.sam aor;al h ™ , ,h» 
servie« m a aroup on S,,n- 
c ii« ;i2 4 ,4 2 h 


MII.TO.N A. r . WI.N’S 
The Milton A 
C. .»^ftball team 
wamped the Rangers of the Junior 
.sof’ball loop 22 to 14 Tuc.sd.av eve­ 
ning at Dean Park field, it wa.s etat- 
rd today. The winning battery was 
Humphrey and SUickman. 
haste.s.s wa.s aided in serving a re- dav morning at the 8 o clock ma.v> 
freshing 
lunch 
by 
M i w s 
Agne.s 
'Ehe ciub wil! aid in making plan.s 


SOUTH III! 
The South HiU 
t.he Clifton Flat.s 
hllM ora” ''V;;'k: 
'¿hi 
HOUSEHOLDER’S c...,v a.ln .d ed . 
The next mrnn,K 


^ 3te Baptist church a-s-vmibled on 


« • - h . * ; . ' s 4 ;:;4 
. 
• * 
H'.ii 
EiO' le- 
'■í’rvrp ho de»"». 
\fre Wt,r-v> Uexn,-, 


„ 
, , 
■ 3 
" . r 
" S t . , ; ' ; , : ; 
ELLvS iX»D Cl ÍY 
Jutn* 2.9 
The ^ picnic .supptT. 
.i.nua; H.-iz^n r» !nui n v\i ! G* i-irld 
__ 


d e c k CLUB 
P" »if «•»*'! _ 
^ 
MEETS ON TUESDAY 


H O sr iT %r. V dTES 
FI LWOOD 
C i m 
June 
2 9 - 
FLLWOOD CITN' 
r 
>Q 
members were cn- 
;su,.4;;;i; s i s £ 


ELI WOOD P E R s o v t f s 
' 
f o r diversion, auction bnriee was 
..,4 
»4» 
r., .• 
■ 
pla>rd at two tables with the ton 
Mr and 
Mrs Phtaip Kcnnedv 
f .core honors going to Mrs 
Frank 


\fr onH Aire r- 
T-» 
• 
hostes.s members depart- 
TM lY? L 
f 
Dummre and ed to meet 
agaln 
on 
Wednesdav 
son Dickv of Avanmore have c o n - ■ Julv 12, at the home of Mrs Wil- 


Hazel Rodgers, of East Brook, is 
spending the week at the hom e of 
1 er coa-in. Mary Margaret Pryor * 
Mr. and Mrs 
Floyd Kerr of“ ih e 
BiKler road, vished 
Mr. and 
Mrs. 
Chalmers 
G allagher 
Friday 
vvening. 
*dr and Mr- Scoct and familv of 
Great Bend, Kaiusas, and Mrs. A!- 
conn 
of New Castle 
visited 
Mrs. 
Barbara Upd'^graph. last weex, 
Mrs Barbara Updegraph and Mr. 
dUd Mrs Bud Booher and son M el- 
v.r .spent T-m-day »»vening w hh Mr. 
and Mrs. John McGuire of New Cas- 
Le 
Mrs 
\5 e 4 ar 
M.:CIynionds. 
and 
sons, Henry and John, spent 
ihe 
week end wnh Mrs 
M cCIvm onds 
pa rents. Mr and Mrs G. V Gibson, 
Energy 
Mr 
and Mr.s 
G lenn Ward, and 
da-jchJer Glend.a 
Highland H eights 
iiave 
returned 
hom e 
foIIo’'.vln2 
a 
virir 
rhr^ past week, 
with 
Mrs. 
W ards parents. Mr, and Mrs. Ham * 
Wi'keson. 


* — ............ 
. 
^ • 
x,v4w 
nni ill iiiHKing pian.'^ 
TV, , 
4,.............. 
.ti»»i rki lAj iiit'fi 
iigain 
on 
w e a r 
, , r v . v i . 
, S!'"'» “"‘I ■’**“>■ >''’oth*r. C0 -h(XsteMe.x, lor ttic aiinunl cliurch pjrnir lo be 
' ? ' t • ' " a n ' n o r e h.ive e o n - ■ Julv 12, n! the home of Mr, 
„',M J 
’b 
, 
‘ 
1 
‘■“»iP IP Wavn-- ' 
t w ” 
I*'’'"*' "! 
!'ih" Rtroiife of Park avenue 
a s 
J T t Vo'n BOOSTER MEMBERS 
' township on Sunday. July 30. 
' 
i I' lil *'''■* *' 
«1 Por'ers- . 
___ 


field. A aubhnnthe : 
A T H O I KFHOI HITD'C 
; 
n ,. 
_ 
EASY ACES CLUB 


Wednesday for their June meeting 
at the hom e of Mrs Vincent Hou.se- 
holder of South 
EUwood 
Height.s. 
Fancvwork was the d ay’s diver- 
i sion with a tem pting luncheon be- 
I ing .served at noon by the hastx'.NS. 
, Mrs 
Margiiret 
Barr .shared 
as a 


R 
D 
w 
N-- 
Ялгяп 


LIBERTV GIRLS H l.\ 
The Liberty Si reel girls .softbali 
team won irom the We.st Pittsburg 
las.sie.s at U berty Street field in a 
girls’ 
Icaeue 
gam e 
on 
'Puesday 
night by the .score of 7 to 1. 
Irene 
Domenick did the pitching for the • ¡’¿^iar*gue.st 
M ahoningiow n 
team 
and 
H elen; 
Mrs, John Wright conducted the 
Lazar 
did 
the 
pitching 
for 
the , m eeting with plan.s being m ade to 
lo.ser.s. 
Anna Effinlte featured the j gather again an Wedne.sday, July 
cam e by hitting two long homer.s. | 26. at the home of Mr.s. Sarah Dall- 
Fridav the Liberty girL will play i enbarh. 
of 
Park 
G ate 
T enU tive 
Ihe Mooney.s in a league game at 
plans for a picnic In July was also 


I.ADIK.S A ll) 


ELLWOOD CITY. .June 29- M e m - 
ber.s of the Ijadies Aid .society of the 
Bell Mtmorial Pnvsbyterian church 
gathered la.st evf'niiig at the church 
for a brief busines.s m eeting 
An­ 
other metHing will be held in one 
m onth. 


Die condition of Richard Tee^e 
who lia.s l)een quite ill at bus home 
in S(3uth Elhvoid Hf ights for many 
v t'cks. is much improved, 
Mi.s.s Ev«*lyn Cole. Rov Me.^'han. 


i 
ZION NOTES 
i 
* 
♦ 


Arthur Shields at tended the Moon 
reunion at Grove City on W ednes- 
ri.u 


Mr and Mr.*; JoM'*ph McCIvmonds 
are attending the World’s Fair at 
San Francisco, 


The annual 
Humphrey 
reunion 
w.Ls held Wedne.sdav at 
the 
Roy 
Humphrey Grove. 


Evelyn .McBride .««I'K’nt a few d.iys 
a! 
il'.e Jonc.*' cottage visiung 
her 
frrmd. Helen Jone.-s 
Mr. and M"i;. Joe Deemer ct Por- 
ters'viUe. sptuu 
VV’ednesdav at 
the 
Cecil Pattersnn home, 
.MkSvS Gladys Patitr.scn and John 
Patterson are .*;pcnding this week at 
the Now York World s Fair 
Mr and Mr.s. Frank Hilliard and 
E A S Y A C E S C L U B 


A T K R A Y N A C K H O M E ''l“!*!“’»» 
Sut-.d-iy .xt the hom e 


E U WOOD c m * . Juue « . . - M r . 
Javeph Kraynack opt*ned her home 
met Thtirsdav evcnmg at the home 
in Pai к Gate, in a w elcome m anner of Evelyn and Harold M.-Bride *ai 


Liberty Street field. 
LEG.AL NOTICES 


di.scu.*;.4ed. 


Jr.. and Ijiwrence W ehnian of jj,p 
'velcome manner of Evelyn and Har 
Young People’s Council 
of the Slin- ; ^ 
members of the Easy 
Sliptx'ry Rock 
i'ery Rock Presbyterain church are 
bi-weekly ses- j 
Mr. and Mrs. Carl Jones have re- 
attending a youth conference bring ' 
t urned home from a trip to B ah i- 
held tliis week at Grove City 
St\s-t 
hundred was plaved at two ' more. Md They ar»' stavdig at their 
M011.S will Ix* toncliid(Hl 
on Mondav, i 
pretty award.s for . summ»T cam p on the Shpperv Rock 
T he many friend.s cf Jacob Blinn. i 
, 
going to Mrs. 
Chester ’ 
Carl Jones J r . Harold McBride 
aged farmer of the Briush Creek dis- j 
Mr.s 
Her.schell lYitt 
and 
Henrv 
Shields 
and 
.-Mine* Shields 
tnct, will bt* .sorry to learn that h e ; 
Jacob Seetch 
In serving a 
motored to Bucknell University to 
attend the annual Young Peoples 


MOGNLIGIfT HIKE 
rr T 
»»»• .'H»nv lu learn u ia i *ie ; 
m ,.:»r-T-n.u 
m Muving a 
ELLWOOD CITY. June 29 
Mem- had the misfortune to fall at hts i 
lunch, 
the 
ho.";te,''S 
was 
ber.s of the Young People's society I home 
recently, 
receiving 
a 
com-i^^^^i^ 
Mrs. Tiitt 
of 
the 
Knox Pre.sbyterian church ed 
to the 
Beaver Valiev GenerHL 
Members 
were 
invited 
to 
meet 
enjoyed a plea.sant mconllght hike hospital at New Brighton'where his aeain on Wednesciav Julv p at the 
,^4 
roncluded with pound leg fracture 
He was remov- home of Mr.s. Jame^ Dinley. of Ttxld 
avenue. 
an appetizing wiener roast. 
condition Is reptjrted as critical. 
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LITTLE ORPHAW ANNI E — LINGER' A LI TTLE LONGER 


- 
\ 
V - 
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A It 
. J ü 4 »I 13. 2П, 


WILLIAM TIGLKS 
W’llliam 
Tigers 
dei ea ted 
the 
¡angers. 15-11 щ an excning gam e 
laved ai Olympic field 
Foi gam e.4 
1th the Tigers cail 6704-J and &sk 
tr Andy. 
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I— rO QET SOME 
WATER-BUT MATBE 
WU*0 BETTER GO 
HERE-tTOAK MV 
HANDKERCHIEF IN 
THAT PUDDLE AND 
BRING IT BACK- 
PLENTY TIME 
DON'T RUN- 


SURE- 
1ЧХ BE 
RIGHT 
BACK- 


DONT- RUN- h a ! h a ! 
AS IF I COULD WITHOUT 
FALLIN'ON MY NOSE- 
HED G O -- s u r e ! HEt> 
GO ONLY HE'S TXX3 WEAK* 
BUT HE DOESN'T WANT 
ME TO GUESS 


ш к " 
/ i ? , 
/ 


AH-H-FINE-THERE 
NOW-I KNEW THATD 
DO THE TRICK- FEEL 
O.K. NOW» DONA? 


Y E S - 1- - I 
FEEL RNE- 
l - l ’M NOT 
AFRAID TO 
DIE- 


Nix! Nix! 
BUT WHO'S 
QOIN’ TO 
DIE? h a ! 
h a ! h a ! 
WE'RE 
QOIN' TO 
UVE! 


convention, 


Ameriranl*;m 
C rcM tnc'such oi>- 
>tack\s that bu.Mnes.-, i.s afraid to e x ­ 
pand; 
.spending 
billions 
to creite 
pixxspenty bccaiLsc bu5ine.*v^ wont. 


• • • At NOHIL'S I 
Huaraches 
— Hand Wovon — 


J f í i V l ' l J ; . . 
¡\v\\,4 \ 
и 
л' %• 
‘ V 


dAROth 
ÔRA1 » 


lásm . 
! N o b i r s 


THIRTY-SIX 


State File Of Able 
] 
Workers Open To 
District Workers 


e m ost com plete file of oompe- 
w orkers avaiiaole in Pennsvl- 
a is offered to em ployers b\ the 
:sy! vania 
S tate 
Em ploym ent 
ice. 
according 
to Joseph R 
v]rv. m anager of th e New C astle 


Pen: 
Rerv 


ПЯГ 
Ne’ 
pia 


T his file contains not only the 
of w orkers available in the 
C astle d istrict" Hensley 
ex- 
J. 
"but also th e 
com plete 
reg istratio n of w orkers in every sec­ 
tion of th e state, so th a t if the p ar­ 
ticu lar type of person needed by 
th e em ployer is not listed in this 
of fu e 
le files of 
tire ent; re state 
m ay 
be roribulted 
for the 
right 
work* 
Pr>u ; t ; rig out th a t trained 
person- 
nel оf 1he .vtate 
em ploym ent ser- 
vice 
ad у to aid both the em ploy- 
er 
яnd 
th e work er, witho ut 
any 
ch are » 
to either. 
th e local[ 
office 
т я п я cer urged all em ployers to us** 
tills .*enIce w hen 
lit need 
of help. 
w hetl 1er 


C 


Y 


unskilled 
"Th¡ОШand» of 
m en and 
women 
are being restored to jobs in private 
business and industry by placem ent 
through 
th e 
Pennsylvania 
S tate 
Em ploym ent Service" Hensley s ta t­ 
ed, 
and em ployers throughout the 
sta te 
are 
learning 
through 
th eir j 
personal experience th a t this state 
agency provides a high grade classi­ 
fied referral service. 
- u n r IN NEW CASTLE— 
New Brighton U. P. 
Pastor At Oak Grove 


Rev P. W. C hapin, pastor of the 
O ak 
G rove 
U nited 
P resbyterian 
ch u rch announce th a t there will be 
preparatory 
services 
th is 
evening 
at 8 o’clock. At this s e n ice Rev. 
F 
Joe 
V andcrwer*. 
of the 
New 
B righton U nited Presbyterian church 
will bring th e m esasge of the hour. 
Mr. Vanderw ort 
has been at the 
New 
B righton church only for a 
few m onths he recently was th e p as­ 
to r of th e E tna U. P. church 
Mr. 
Vanderw ort was a sem inary 
class­ 
m ate of Rev. Clyde M yers, a son 
of the O ak G rove church. 
Im m ediately following th e church 
service th e congregation will have 
a m eeting for th e purpose of elect­ 
ing two new ciders. At present there 
are four elders in th e O ak Grove 
church, G eorge M yers. F ran k F ish ­ 
er. J. H ow ard Forbes, Ed. Brown, 
an d tw o m ore will be elected this 
evening 
T he installation and o r­ 
d in atio n of the new elders will take 
place at a later date. 
T he sum m er com m union will be 
held on July 2 at 10:30 a. m. 
—BIT IN NEW CASTLE— 
Salvation Army 
Picnic Wednesday 


T he Salva* km Army held its S un­ 
day school picnic at a nearby beach 
W ednesday. 
A fter several races and 
contests 
prizes were aw arded the 
w inners 
and 
lunch 
was 
served 
Swim m ing was th e chief attra ctio n 
for th*' afternoon. 


T\ KEEP A 


WINDSHIELD 
i 
WIPER 


' 
ON MY 


CHEST I 


* 
• 
: 
Liberty Grange 
: 
' ♦ 


g r a n g e m e e t i n g 
T he next regular m eeting of Lib­ 
er'v G range has been changed from 
Tuesday. July 4. u ntil W ednesday,. 
July 5. 
T he following program has been 
arranged by th e lecturer. Mrs. Jean 
M rC racken: 
T hem e—Good Citizenship. 
Q u artet—T enting T onight. 
Roll C all—by ten m em bers, “My 
Idea of an Ideal Citizen." 
The grange as a factor 
in 
th e 
building of good 
citizenship»—Mrs. 
B ertha M cCracken. 
Song. "Old Glory '—G ran g e m em ­ 
bers. 
R eading—"Y our 
Flag 
and 
My 
Flag." 
Special feature 
R eading. 
'P atrio tism ” — Rebecca 
| Forbes, 
D iscussion — W ill a large arm y 
and 
navy 
insure 
peace 
for 
the 
U. S.? — How ard 
M cCracken 
and 
Russell Book. 
On Friday evening. July 7. 
the 
voting folks of th e grange expect to 
attend a grange party at the W illard 
G range hall. 


LIBERTY GRANGE NOTES 
Mrs» P i7or rem ained at the G a rd ­ 
ner hom e and visited relatives in 
th e vicinity for a few days. 
Mrs. C lara C lithro of Grove City, j 
Visited last week at the hom e of her 
cousin» H. L. G lenn and family. 
Russell Stoughton of H arlansburg 
spent the week end w ith his g ran d ­ 
parents, Mr. end Mrs. W illiam Liv­ 
ingston. 
M r and Mrs J B C am eron and 
son. Edwin, 
were 
recent 
dinner 
guests of Mr. 
and 
Mrs. 
Howard 
W hite of Mt. H erm an. 
M rs. T hom as Cooper 
who 
has 
been sp ending some tim e 
in 
New 
C astle w ith relatives has retu rn ed 
to her hom e and is very m uch im ­ 
proved in health. 
M rs 
S 
A Locke and M rs. I. J 
Pizor attended the m issionary m eet­ 
ing of th e P la ingrove P resb v ten an 
church w hich was held at the home 
of 
Mrs. 
C larence 
G ard n er 
last 
T hursday. 
M em bers 
of 
th e 
H arlansburg 
W o m a n ’s C hristian Tem perance 
U nion will notice the change in date 
of the next m eeting, which will be 
o r W ednesday, July 12, instead of 
Thursday. Juiy 13. a t the hom e of 
' Mrs. Earl Stoughton. 
The beautiful hom e of 
Mr. 
and 
i Mrs. J. L B urton w as the scene of a 
• m erry gathering of friends in honor 
of Mr. and Mrs. H arold B urton, a 
recent bride and groom. 
The eve- 
! m ng was spent in playing games, 
and at a late hour lunch was served. 
M any beautiful 
and 
useful 
gifts 
were received by the young couple to 
fc* used in 
th eir 
new 
hom e 
in 
Cleveland. O. 
—Bt'l IN NEW CA<-TI F— 
MISS GRACE PHELAN 
TYPIST CHAMPION 
( Intc rna * wu.al NVws Ser\ic< * 
NEW 
YORK. 
June 
29—Miss 
G race Phelan, 22, of E tna, Pa., to ­ 
day 
was proud 
possessor of the 
w orlds 
am ateu r 
.'peed 
typing 
cham pionship w hich she won at a 
W orld's F air contest. 
Miss Eleanor Fulton. 17. of Salt 
Lake City, won the 
novice speed 
typing 
cham pionship 
and 
Miss 
Eleanor Fenton. 23. Seattle. W ash., 
was crow ned world s fastest secre- 
! tary. 


L 


• When the weather gets sticky, the perspiration rolls off 
me iust like a Summer shower. II I didn't wear a Ha n e s 
Undershirt, my top-shirt would be sopping wet and flop­ 
ping around like a dog's ears. But the soft, absorbent Knit 
of a Ha n e s Undershirt cleans away the perspiration like 
a windshield wiper 1 
And that's a fa c t gentlemen. A Ha n e s Undershirt 
catches the perspiration at the pores . • • mops it up evenly 
. . . lets the air get at it. . . gives it a chance to evaporate. 
You feel cooler, look cooler. Your top-shirt stays neater I 
See your H a n e s Dealer today, and lay in a stock of 


H a n e s Undershirts. They've got loads of 
tail-length . . . they can't creep up and 
wad at your waist 1 Get Ha n e s Shorts, 
too - full-cut broadcloth. Or try Ha n e s 
Crotch-Guard Sports. P. H. Hanes Knit­ 
ting Co« Winston-Salem, N. C. 


SHIRTS & BROADCLOTH SHORTS CJ' 
35c, 3 for *1 
lif r t 
80c M tL HAN§5 i*»* 
$W<"4* on6 
broodclotN SlteH» at low at 27c, 4 for $1* 


FOR M IN 


AND BOYS 


\T BOTH 
STORES 
FISHERS 


YOU WILL FIND ALL SIZES AND ALL 
STYLES IN GENUINE 
U nderw ear 


NEW CASTLE, PA., NEWS, TH U R SD AY, JU N E 29, 1939. 
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Band Leader Parted 
Worship SeTTO 


I j At East Brook Nor 
Neshannock Sunday 


T here will be no regular worship 
service a t eith er th e East Brook or 
N eshannock U. P. churches on S u n ­ 
day Julv 2, b u t there will be on S u n ­ 
day. July 9. w ith I>r. W. P M cG ary 
of P ittsburgh as th e speaker. T he 
pastor. Rev. Robert E. Douglass is 
on vacation in the W est. 
—Bl Y IN NEW C ASTLE— 
! 


I 
♦ 
I 
NEWPORT 
! 
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»■ »•» 
• 


/ 


Horace Heidi 


Divorce of H orace H eldt, the well- 
known o rchestra leader, and his 
wife several days ago in C arson 
City, Nev., has been m ade known. 
It w as learned th a t H eidt was 
ordered to pay Mrs. H eidt $25.000 
t . July 1 w ith o th er cash pay­ 
m ents later. 
Tha Heidt* were 
m arried a t Berkeley, C a !, in 1924. 


MILLBURN 


4 • ♦ *■ • • ф~ф~ф~ф ♦ » » m • 


Fred Metzg&r. who is tem porarily 
stationed 
at Buffalo. N. Y. 
was 
hom e for th e week end. 
Mr. and Mrs. Robert Holliday and 
Judy, w^re week end guests of Mr. 
and Mrs. C harles Holliday. 
Mrs. E sther D rake visited M rs. 
T urner C raig • nee Miss H ester Al­ 
lison* of Sandy Lake, on Friday. 
Mr. and M rs 
C. A. Holliday of 
Pleasantville visited Mr. Holliday's 
nephew . C harles Holliday recently. 
Mr. and Mrs 
Ace W agam en of 
T arentum , form er ow ners of M ill- j 
burn store, called in the Bougher 
hom e Sunday. 
Mrs. M erton H enry left T hursday 
for New Jersey where she will join 
h er husband, a fte r spending a wee* 
w ith h er parents. Mr and Mrs. H. L. 
P atterson. 
P atty Lou B utler, dau g h ter of Mr 
and 
Mrs. 
W alter 
Buti-'r. 
wa- 
a 
blue ribbon baby at th e B etter Baby 
Clinic, in G rove City, m aking a p er­ 
fect 100 point score. 
W illiam Woods has been nursing 
an infected arm resulting from a 
slight injury a short tim e ago He j 
v.as confined to his bed for several; 
days but is able to be about again 
M rs. R. C. Robinson and son Billie 
were the guests of her m other, M rs 
E sther D unkeriv. of Balm Sundav 
and attended the closing services of 
the M ethodist church celebration in 
th a t place. 
Mrs. R 
M 
M athieson and ch il­ 
dren of Hom er City are guests of 
M rs. M athiesons parents. Mr. and 
Mrs. A. L. Lloyd 
thus week. Dr 
Jyfathieson .spent th e week end 
in 
th e Lloyd hom e. 
T he ladies of th e 1915 club and 
Mrs. J. P. H artt were d in n er guest' 
on Tuesday of Mrs. Jav M mich of 
M ercer. T he ladies were in rited to 
m eet Mrs. H ;nd of H arrisburg, who 
was Mrs. M inich's guest. 
M r. and Mrs. Hollis M cKim. of 
O akm onL and th e Misses A bercrom ­ 
bie of P ittsburgh vLuted Mr. Mc- 
K im ’s aunt. Mr.v A 
N. W eaver on 
Sunday. Mrs M artha Lo c k ? of New 
1 C astle Is a house guest of her cousin, 
Mrs. W eaver. 
Miss M ary Stew art, accom panied 
by Jim m y 
Robinson, 
Is spending 
som e 
tim e w ith her sister. 
Mrs 
M erle Robinson of BiglervUie, her 
brother, 
W ight m an 
Stew art 
a* 
Iw antico. Va , and a t W ashington. 
D C. 
T he 50th anniversary of the D rake 
i fam ily reunion was held at M ill- 
bum G ranye hail on S aturday w ith 
I about 
300 present, twelve of whom 
had been at th e first reunion. T a ­ 
bles were decorated in gold repre- 
I sentative of th e occasion Base ball 
and a social tim e served to enter - 
i tain. 
j 
B reakfast projects are being ron- 
! sidered by M iBburn 4-H Ciub. ccr- 
I ials, fru it and eggs were prepared 
and served at th e first m eeting and 
m uffins and cocoa at the second 
m eeting. L ater, a full breakfast will 
be prepared and served. Mrs J. N 
Robinson, assisted by m em bers of 
the Ladies’ F riendship club, is 
in 


Mr. and Mrs. W. I. Blake were 
recent d in n er guests of their d au g h ­ 
ter. Mrs Wm. F lannery and family 
of V olant 
Mrs 
Hazel Ram sey and 
.-on and H arry Sigiw orth of Y oungs­ 
town called in the Blake hom e Sun- 
. day. M rs 
Blake attended the Re- 
| publican W om en's council at G reen ­ 
ville. last week. 
M em bers of th e M lllburn G range 
had a very am using tim e in a weight 
j guessing contest и» the last m eeting 
! A discussion Of "fake" m oney in- 
j vesting schem es 
offered 
to rural 
' people and group singing com pleted 
the lectu rers program T he G range \ 
i is .sponsoring a garden project for j 
the Juvenile seeds have been d i.s-; 
j tn b u ted and gardens are already 
well started . 
Mr. and Mrs. B reckenridge and i 
; fam ily of G reenville, and Mr, and j 
Mrsr. G eorge Goebel of New Castle, 
I were recent dinner guests of Mr. j 
and 
M rs 
C harles 
B lu m en sh in e.; 
Callen; in the B lum enshine hom e ( 
during the week included Mr. and 
Mrs. D resh and son of S haron and 
Mr. and Mrs. G eorge P arker an d j 
; fam ily and Mrs. Bovle of New C as- 
! tie. 
: 
A nnouncem ent 
Is m ade of 
the 
i m arriage of Jam es H artt, son ol 
i Mr. and Mrs. J. P H artt, to Miss J 
! Alice Inm an of M ercer, on August j 
10. 1938. a t New C um berland, W est; 
V irginia 
T he cerem ony was per- j 
i form ed by the Rev. John N. Lam - j 
berton of the M ethodist church in j 
New 
C um berland. Mr. and 
M rs.; 
H artt are m aking th eir horno in j 
Cleveland, 
where 
Mr. H a rtt is a 
j stu d en t 
in W estern Reserve U ni- 
\er>itv holding a research fellowship 
in th e U niversity in connection w ith 
which he will be em ployed part tim e 
in the H arshaw C hem ical W orks of 
! Cleveland. 


CHURCH SERVICES 
The 
afternoon 
services 
of 
the 
Newport M 
E. church 
will 
beyin 
Sunday a t 1:30 with Sunday school. 
W illiam C urry, supt 
followed 
at 
2:30 bv church services, Rev. C H 
F ram pton bringing the message. The 
evening song and prayer srevice a t 
7:30, C urtis H ardy. 


TAKEN TO HOSPITAL 
Mrs. Pearl Copper, who was taken 
to the Providence hosital last week ! 
and op< rated upon is getting along j 
nicely and is expected home soon. 


NEWPORT NOTES 
June G uy has returned hom e a f­ 
ter spending two weeks with her sis- ' 
ter. Mrs. Carl Nelscn, of W arren, 
j 
Mr and Mrs. Thom as GUkey and 
family of R eaver Falls were recent 
guests 
of 
Mr. and Mrs. Edward 
Sm ith. 
Mrs Irvin Livingston and daugh- \ 
ters spent W ednesday visiting With 
her sister, Mrs M ary Hazen, of Ell- 
wood City. 
Mr 
and Mrs 
G ordon Nelson of 
K ittanning were week-end guest* of 
th e la tte r* parent*. Mr. and Mrs 
C larence Guy. 
Mr and Mrs M anuel H arper and 
children sp< nt Sunday with their 
parents, Mr, and Mrs. Elm er H ar­ 
per of W urteinbure 
Mr 
and Mrs 
Dallas H 
d au g h ter Nola, Mr and Mrs 
Baker and Ronald C rnpb«il 
wood City were recent guest,« 
Irw in Livingston home 
Mr and M rs. H erm an Kr 
D arlington Mr and Mrs Cla 
Kim and fam ily cf Ell wood C 
Mr. and M rs 
Albert 
Hug: 
son of New Castle were recer 
of Mr and Mrs Ha: rv M cKim 
Mr 
and 
Mr.* 
Edward N eum an 
and son Tommie of B ea’. er Falls. 
Mr 
a id Mrs 
Che«'*r B ake were 
Sunday callers a f the hom e of Mr 
and Mis 
Thom as G rod and 
Jo h n 
Caldwell and .-on Frar »c mere F ri­ 
day evening visitors at the sam e 
home. 
— HI Y IN MW I %stl F — 
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P a i n t i n g , 
Refinishing 


If your car or truck nerds a 
paint job; the fenders nerd 
rrflim h in g , come In and see 
u s 
O ur m echanics are fac­ 
tory 
trained 
to do the 
job 
right . . . at a m inim um of 
cost to you. 
We stand bark 
of ever» job with an Iron-clad 
guarantee. 
J. R. RICK 
MOTOR CAR CO. 
470 Last W ashington S t 
Phone* 3572-3573 


“W* can for and dsllesr your 
car fra* of chart*. * 


Dependable 


Insurance 


of All Ki n d s 


PEOPLES 
REALTY CO. 


29 LAST WASHINGTON ST. 


See The 
EXCELLENT 
VALUES 


FURNITURE 


RUGS 
CARPETS 


At 


IB 
LAWRENCE 


On The Diamond. 


for Crisp Cool Fashions 


& ^ 
All Silk Chiffon Crepe 
HOSIERY 


KoRularly $1.00 


6 9 c 
3 pairs $2.00 


First Quality 


Beautiful, sheer 2 and Tthread chif- 
tnn crepe hosiery. T hey’re all-silk, 
all first quality with tine seams, 
French hecl< and picot tops. Lovely 
colors. SizeN 8 La-1 o 1 \ , 


( Main Floor) 


SALE! 


13 Piece 
HOSTESS SET 


Special at $ 1 . 9 5 


h s.iv turn Mei 


Pre-Shrunk 
WASHABLE 
AUTO SEAT 
COVERS 


su s? $ 1 . 0 0 


1700 


STYLE В 
For Split Back, 
Coach or Coupe . . $ 1 .0 0 


STYLE A. For Solid B«ck». 
Front or Rr»r . . . . 
$1 .00 


Of 
heavy, 
pre-ahrunk 
crash 
th a t got# into the fam ily w ash- 
ing 
Made reversible 
so th at 
one 
side 
i> 
a. w ays 
clean. 
Easilv attached, equipped w ith 
elasiir and pin* so th s ’ no f it - 
tin» is necessary 
B etter buy 
two com plete sets and have a 
spare. 


(Ma in Floor ) 


3 Piece SEWING SET 


$ 6 9 . 5 0 With Your Old Machine 


Including $94.50 Value 


СШ Иб ROTARY 


A brand new 1939 model fe a t­ 
uring 
p o s itiv e 
stitch tension 
and length control 
Selective 
speed knee control, a'ta ch ed 
sew -light, 
solid 
disc 
wheel, 
chrom e trim . 
In a distinc 
lively styled w alnut finished 
cabinet 
Regular 
a tta c h ­ 
m ents, and . . . 
$1(1 
White 
Hewing 
Course 
. 
. 
. included at no extra 
Teaches 
pr odes' iocial 
hods 
st \ ling 
etc 
Com ­ 
ply Illustrated, 
And . . 
$4.95 W indsor ( hair 
. . 
, also at no extra cost. 
Designed to seat you at your 
m achine 
properly 
for 
com 
for table sewing. 
W alnut fin­ 
ished 
$3 !><»%» n— Balance Monthly 


COS! 
met 
pie? 


For Sportswear— 


2 Piece 


Spun Rayon 
DRESSES 


»1.95 


Youthfully attractive. Choose a 
striped blouse and plain colored 
skirt or a solid color blouse and 
with contrasting plain skirt. Car­ 
digan and classic styles. 


Sizes 12-20 


Daytime Dreiae* 
(Second Floor) 


. 4 Ш ; 


---------------------------------</i Jl 
For Kiddies— w 
w 
1 to 3 and 3 to 612 
Sheer FROCKS 


$1.00 


So manv adorable <y-les — some 
tailored, others ruffled. In dimity, or- 
gand , dotted swiss and semi-sheers. 
Daiitty prints. 
Play T o g * ....................................... $ 1 .0 0 
(Second Floor) 


Elizabeth Arden’s 


Special Treasurette 


$2.95 


E i’ht Arden Essentials . . . C fans- 
in£ Cream, Skin Tonic, Velva Cream, Velva Cream Mask, 
Spec.a 1 AMnngent, Cream Amoretta, Poudre d'illusion. 
Cameo I’o-Ader. 


(Main Floor) 


Lace Lastex 
GIRDLES 


$2.00 


So cor! for hot summer days. 
Lace lastex panties and 
£ Ir y 
j-j three st vies. 
Small and medium size>. 


( Corset D*pt.— Second Floor) 


Your Favorite 
SLIP 


In B la ck or N a v y 


To Wear Under 


Summer Sheers 


»1.85 


By Van Raalte 


Slim and smooth . . . ot t.mious 
satiny Strvps. 
Perfect for sum­ 
mer tor they wash easily and 
need no ironing. 
Also tea o>e. 


Sizes 32-42 


Sizes 11-16 — $2.25 


(Second Floor) 


Special Buys In Quality RUGS 


Fine Quality Wilton 
Broadloom RUGS 


Regularly $59.50 


$49.50 


Beautiful, long-wearing Wiltons with 
close nap and smooth back. 
Several 
attractive patterns in brown, green 
and burgundy. 
Bound ends. 
(>xl2. 


Axm inster RUGS 


Regularly $29.50 


$22.50 


lust 12 fine quality Axminster rug<! 
Well-made with all wool face and 
good back. 
Leaf and Persian de­ 
signs in green, red and blue. 
Hem* 
med ends. 
()\ i 2. 
(Third Floor) 


Axminster Broadloom 
and Bordered RUGS 


Regularly $34.50 and $44.50 


»29.50 


Beautiful broadloom and bordered 
patterns in all wool axminMets. Made 
b\ 
tanious 
Bigelow-Santord 
and 
birth Mills and ofteied at a special | 
price! 
\ 
New Castle Dry Goods Co. 


